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171994 


Sitting  as  the  ABATEMENT  APPEALS  BOARD 

^  ^1  FRANCISCO 

NOTICE  OF  MEETING:  Tuesday,  February  21,  1995,  at  4:00  p.mf^UBLlC  LIBRARY 
in  Room  2001  of  1660  Mission  Street,  San  Francisco,  California  94103-2414 


CALENDAR: 

FOR  Tins  MEETING  OF  THE  ABATEMENT  APPEALS  BOARD-  and  until  such  time  as  a  policy  is  formally 
adopted,— it  is  the  interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  &  County  of  San  Francisco  that, 
at  the  point  so  designated  as  Public  Comment  on  the  following  Calendar,  members  of  the  public  may  address  the  Board 
on  items  of  interest  to  the  public  that  are  within  the  subject  matter  jurisdication  of  the  Board-excepting  calendar  items. 
With  respect  to  calendar  items,  the  public's  opportunity  to  address  the  Board  will  be  afforded  when  the  item  is  reached 
in  the  meeting.  Each  member  of  the  public  may  address  the  Board  for  up  to  three  minutes.  If  it  is  demonstrated  that 
comments  by  the  public  will  exceed  15  minutes,  the  chairperson  may  continue  Public  Comment  to  another  time  during 
the  meeting. 

Please  see  attachment  for  the  Commission's  interim  cooperative  intent  on  accessibility  to  its  meetings. 


A.  CALL  TO  ORDER  and  ROLL  CALL: 

Commissioners:  [  ]  Buscovich,  [  ]  Davis,  [  ]  Hansen,  [  ]  Hood,  [  ]  Guinnane,  [  ]  Sanbonmatsu,  [  ]  Vasquez. 


B.  OATH:  All  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right  hands  and  be  sworn. 


C.  APPEAL(S)  CONTINUED  FROM  PREVIOUS  HEARING(S):  Order  of  Abatement:  None 


D.  NEW  APPEAL(S):  Order  of  Abatement: 

CASE  NO.  6599:  27-29  Chenery  Street  [see  attached  pages  1  -  16] 

Owner  of  Record:      Lourdes  DelRosario,  P.O.  Box  3032,  Daly  City  94015 

c/o  Joseph  Bravo,  100  Bush  Street,  Suite  925,  San  Francisco,  CA  94104 

Appellants  Request:    a  Life  Time  Moratorium  to  the  Director's  Order  of  Abatement. 

DETERMINATION  &  PROVISION(S):  
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CASE  NO.  6600:  3000  24th  Street  [see  attached  17  -  25] 

Owner  of  Record:       John  H  &  Sharon  Wong  Trust,  669  25th  Av.,  San  Francisco,  CA  94121 
c/o  Donna  Wong,  242  12th  Av.,  San  Francisco,  CA  94118 

Appellants  Request:    Notice  of  Violations  be  set  aside  because  the  stairs  would  have  to  be  moved  to  comply. 

DETERMINATION  &  PROVISION(S):  


CASE  NO.  6601:  455  Joost  Avenue  [see  attached  pages  26  -  32] 

Owner  of  Record:       Blatchly  Jayne  Trustee,  455  Joost  Av.,  San  Francisco,  CA  94127 
c/o  Mark  Brand,  ALA,  143  Eureka  St.,  San  Francisco,  CA  94117 

Appellants  Request:    seeking  up  to  180  days  to  comply. 

DETERMINATION  &  PROVISION(S):  


CASE  NO.  6602:  2511  22nd  Avenue  [see  attached  pages  33  -  36] 

Owner  of  Record:       Ligaya  A.  Reyes,  10785  Bodega  Hwy.,  Sebastopol,  CA  95472 
c/o  Ross  S.  Reyes,  10785  Bodega  Hwy.,  Sebastopol,  CA  95472 

Appellants  Request:    seeking  up  to  180  days  to  comply. 

DETERMINATION  &  PROVISION(S):  


212  Stockton  Street  [see  attached  pages  37  -  43] 

T  K  K  Associates,  c/o  Cushman  &  Wakefield,  555  California  St.,  San  Francisco,  CA  94104 
c/o  Marta  Beckwith,  Pillsbury  Madison  &  Sutro,  225  Bush  Street,  P.  O.  Box  7880, 
San  Francisco,  CA  94104 

vacation  of  the  Order  of  Abatement  and  asking  the  Board  to  permit  the  Appellant  to 
proceed  with  tenant  improvements  pursuant  of  already  issued  permits  and  the  appeal  before 
the  Access  Appeals  Commission. 
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CASE  NO.  6603: 

Owner  of  Record: 

Appellants  Request: 
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DETERMINATION  &  PROVISION(S):  


E.  REHEARING(S):  Order  of  Abatement 

CASE  NO.  6593:  2770  Bryant  Street     [see  attached  pages  44  -  49] 

Owner  of  Record:       Virginia  Velasco,  1304  York  St.,  San  Francisco,  CA  941 10 
Appellant  Request:      seeking  more  time  to  complete  repairs. 
DETERMINATION  &  PROVISION(S):  


CASE  NO.  6489:  2614  Buchanan  Street    [see  attached  pages  50  -  63F) 

Owner  of  Record:       Adams,  John  C.  &  Gregory,  2614  Buchanan  St.,  #3,  San  Francisco,  CA  941 15 
c/o  Janis  Piatt,  2614  Buchanan  St.,  #2,  San  Francisco,  CA  94115 

Appellants  Request:    clarification  of  Abatement  Appeals  Decision  of  March  23,  1994. 

DETERMINATION  &  PROVISION(S):  


F. 

FRANCfflSE  TAX  BOARD  CASES:  Order  of  Abatement:  None. 

G. 

PUBLIC  COMMENT  [refer  to  lead  note  at  the  head  of  this  Calendar]. 

H. 

ADJOURNMENT. 
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CED  Hearing  Officer 
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SEE  ATTACHED  SHEET  FOR  INFORMATION  CONCERNING  ACCESSIBILITY  TO  MEETINGS. 
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Interim  Cooperative  Intent  on  Accessibility  to  Meetings 

SIGN  LANGUAGE  INTERPRETERS  will  be  available  upon 
request.  Please  contact  Peter  Fries,  iM^^Secretary  to  the 
Building  Inspection  Commission,  at  vOTCE  (415)  558-6164  or 
TDD  (415)  558-6161  at  least  72  hours  prior  to  the  meeting. 

See  the  reverse  for  the  meeting  location. 

TRANSPORTATION  The  closest  accessible  MUNI  lines  serving 
this  location  are: 

42  Van  Ness  (Dov^ntown  Loop) 

26  Valencia  (Inbound  disembark  @  Market  &  Gough) 

STREET  PARKING:  Two  blue  zones  at  1695  Mission  Street  near 
the  corner  of  Duboce  &  Mission  and  two  on  Otis  near  Duboce. 

SOUND  SYSTEM  For  persons  with  hearing  difficulty,  an  FM 
Amplifying  System  will  be  available  at  all  Commission  meetings. 

MULTIPLE  CHEMICAL  SENSITIVITIES  Individuals  with  severe 
allergies,  environmental  illness,  multiple  chemical  sensitivity  or 
related  disabilities  should  call  our  accessibility  hotline  at  (415) 
554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the 
City's  efforts  to  accommodate  such  people,  attendees  at  public 
meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
various  chemical  based  products.  Please  help  the  city  to 
accommodate  these  individuals. 

SEATING  Accessible  integrated  seating  for  persons  with 
disabilities  (including  those  using  wheelchairs)  will  be  available. 

DOCUMENT  FORMATS  Minutes  of  the  meeting  will  be  made 
available  in  large  print,  tape,  disk  form  and/or  readers  upon 
request.  If  you  require  the  use  of  a  reader,  Peter  Fries,  fgSg/t 
Secretary  to  the  Building  Inspection  Commission,  at  VOICE  (41b) 
558-6164  or  TDD  (415)  558-6161  at  least  72  hours  prior  to  the 
meeting. 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT     APPEALS  BOARD 


NOTICE  OF  AAB/FTB  HEARING 


Date: 


February  10,  1995 


Appellant's  Name  &  Mailing  Address: 

Lourdes  del  Rosario 

P.  O.  Box  3032 

Daly  City,  CA  94015 


Nature  of  Appeal: 

[x]      Director's  Order 

[  ]      Franchise  Tax  Board  Notices 

[  ]  Other  


PROPERTY  ADDRESS     27  rhenery  street 


BLOCK  6657  LOT  034 

APPEAL  NO.     ^^^^  Source  Code 


INSPECTOR      pohP>,^  wo^iv^  

Dear  Appellant 

This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 

 November  4,  1994  ,  will  be  heard  by  the  Board  at  4:00  p.m.  on 

February  21,  1995,  Tuesday      in  Room  2001,  1660  Mission  SL,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the  Department 
of  Building  Inspection,  1660  Mission  Street,  6th  Floor,  San  Francisco,  CA   94103  or  call 
(415)  558-6466.   Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as 
contracts,  permits,  etc.   Failure  to  be  represented  will  constitute  an  automatic  denial. 

You  are  entided  to  appear  personally  with  your  witnesses,  if  any,  and  to  have  with  you 
counsel  of  your  choice. 

cc:     Joseph  Bravo,  Esq. 

100  Bush  St.,  Ste.  925 
San  Fremcisco,  CA  94104 


Very  truly  yours, 

Sean  McNulty,  Secretary 
Abatement  Appeals  Bocird 


Original  Notice  of  Hearing  is  sent  to  Appellant 
and  a  copy  is  sent  to  Appellant's  agent.  /'] 


(415)  558-6454      1660  Mission  Street,  6th  Floor,  San  Francisco,  CA    94103  (p:\mld\aab-hrg) 
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APPEAL  FILING 

File  Appeal  '-vith 
Abatement  Appeals  Board 

1650  Mission  Street 
San  Francisco.  CA  94103 
Tel.  No.  558-5454 


FlUNG 


FEE:  S  ^ 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


LOURDES  KURILLQ   Appeal  Number 

Appellant 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  II,  Chapter  I,  of  the  San  Frandsco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on  October  19.   1994  . 

(2)  The  affected  premises  are  located  at      27-29  Chenery  Street  , 

San  Francisco.  They  contain  ^  dwelling  units  and  rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


See  attached  brief 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  bv  this  board. 


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above       agent  . 

(6)  The  official  address  of  the  undersigned  is: 
 Joseph  K.  Bravo,  Esq.  


100  Bush  Street  Ste.  #925 
San  Francisco,   CA  941U4 


Tel.  No.  415/394-6300 


November  28,  1994 


^1 


Date  Filed  Signature <Print  Name  Below) 

/ 

Joseph  K.  Bravo,  Esq. 

'  ■  '5~) 

FUe  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103.  Tel.  (415)  558-6454 
ml/AAB-Form 
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Joseph  K.   Bravo,  Esq. 
BRAVO  &  MARGULIES 
100  Bush  Street,    Suite  925 
San  Francisco,   CA  94104 
Telephone:      (415)  394-6300 
Facsimile:      (415)  394-0340 

Attorneys  for  Defendants 


No.  107-646 


BEFORE  THE  BOARD  OF  ABATEMENT  APPEALS 
IN  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

ORDER  NO.    16  7   0  72 


IN  RE 

OWNER: 


2  7  CHENERY  STREET 
LOURDES  KURRILLO 


APPEAL  AFTER  DIRECTOR'S 
HEARING 


1.  Owner,   appellant,   Lourdes  Kurillo,   hereby  appeals  the 
decision  following  the  Director's  Hearing  of  October  19,  1994 
regarding  the  property  otherwise  known  as  27-29  Chenery  Street. 
THE  DIRECTOR'S  HEARING  WAS  PREMATURE 

2.  The  first  basis  for  appeal  is  that  the  Bureau  of  Building 
Inspection  staff  had  previously  agreed  to  postpone  the  October  19 
hearing  until  owner  and  appellant's  counsel  could  have  an 
opportunity  to  meet  with  Mr.   Bernie  Tom  to  try  and  resolve  the 
dispute  in  this  case.     That  meeting  was  originally  scheduled  for 
October  13,   1994  at  the  subject  property. 

After  a  two  hour  wait  at  the  property  on  October  13,  1994, 
appellant's  counsel  telephoned  Mr.  Tom  and  learned  that  Mr.  Tom 
had  scheduled  the  appointment  for  the  next  day.  Because  of  the 
inability  to  schedule  a  meeting  prior  the  director's  hearing  on 
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October  19,   Mr.   Tom  agreed  with  a  postponement  of  the  Director's 
Hearing  until  we  had  an  opportunity  to  meet.     This  postponement 
was  confirmed  with  Mr.   Robert  Noelke  on  the  telephone. 
4.       Appellant  did  not  learn  that  the  director's  hearing  had  taken 
place  until  she  was  informed  of  the  pending  decision,   which  she 
received  in  the  mail. 

THERE  HAS  BEEN  NO  UNLAWFUL  CONVERSION 


5.  As  for  the  merits  of  the  department's  contention,  appellant 
maintains  that  she  is  not  in  violation  of  applicable  zoning  laws 
regarding  her  property.     There  are  currently  two  structures  on  the 
lot:    (1)   a  main  house  with  two  kitchens  and  two  dwelling  units- - 
one  upstairs,   and  one  downstairs;   and   (2)   a  smaller  dwelling  unit 
recently  built  with  proper  permits.     Appellant  maintains  that  the 
main  house  has  always  legally  been  maintained  as  two  separate 
dwelling  units.     In  1986,   appellant  added  the  smaller,  third 
dwelling  unit,  by  consructing  a  separate  structure  on  the  lot. 
This  third  dwelling  unit  was  added  with  proper  permits. 

6.  The  City's  position  is  stated  in  the  Zoning  Administrator's 
letter  of  February  19,  1991.  There,  the  Zoning  Adminstrator  has 
indicated  that  the  subject  property  has  always  been  permitted  to 
be  no  more  than  two  legal  dwelling  units  and  that  there  is  no 
provision  for  a  third  dwelling  unit  on  the  property.  The  Zoning 
Administrator  has  also  taken  the  position  that  the  main  house  may 
be  maintained  as  no  more  than  one  dwelling  unit. 

6 .  Appellant  maintains  that  the  main  house  has  always  been  built 
and  maintained  as  two  separate  units.  Contrary  to  the  implication 
of  the  Zoning  Administrator,  appellant  never  installed  a  new 
kitchen  in  the  main  house.  The  true  facts  are  that  appellant 
merely  rearranged  the  downstairs  kitchen- -but  the  rearranged 
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downstairs  kitchen  already  existed  legally. 

7.  The  third  separate  dwelling  unit  was  built  as  a  separate 
structure  on  the  property  with  specific  City  approval.  The 
addition  of  that  third  legal  unit  is  what  has  apparently  triggered 
the  notion  that  appellant  violated  zoning  laws  by  adding  a  third 
unit;   however,   that  unit  was  added  with  City  approval. 

8.  Appellant  contends  that  the  City  is  estopped  from  now 
demanding  that  she  submit  revised  plans  for  the  main  house  to 
convert  it  back  to  one  unit--or  connect  the  upstairs  and 
downstairs  portions  of  the  main  house  with  the  newly  added 
dwelling  unit  so  that  the  two  structures  constitute  two  dwelling 
units.       Appellant  has  complied  with  all  applicable  laws  for  the 
remodeling  of  her  property  at  each  step  of  the  way.     She  cannot 
now  be  faulted  for  non-compliance  when  she  sought  and  obtained 
approval  from  the  City  for  the  improvements  she  made. 

9.  Appellant  reminds  this  Board  that  appellant  is  a  bed  ridden 
paraplegic,  who  lives  at  27  Chenery  Street  day  in  and  day  out. 
Requiring  appellant  to  comply  with  a  directive  that  has  no  merit 
would  work  an  unfairness  and  a  denial  of  her  rights  of  due 
process . 

10.  For  all  the  above  reasons,   appellant  respectfully  requests 
that  the  appealed  from  order  be  overruled  and  that  she  be 
permitted  to  maintain  her  property  at  27  Chenery  Street  in  its 
present  condition. 

11.  Appellant  also  requests  an  opportunity  to  supplement  the 
record  in  this  case  with  additional  documentation  prior  the 
hearing  of  this  appeal. 
LIFETIME  MORATORIUM 


12.     Appellant  requests,   in  the  alternative  that  she  be  granted  a 
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life  time  moratorium  for  the  current  use  of  the  property,  puruant 
to  section  203  of  the  Building  Code.     Appellant  contends  that 
there  are  no  life  safety  hazards  in  the  main  house.  More 
specifically,   there  are  at  least  two  exits.       Under  the 
circumstances  of  appellant's  owner  occupancy,  her  hardship 
conditions,   a  life  time  moratorium  would  be  appropriate. 

Respectfully  submitted, 

Joseph  K.   Bravo,  Attorney  for  Appellant 
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c  of  Public  Works 


APPEAL  FILING 


Office  of  The  Director 


John  E.  Cribbs 

Director 


ADDRESS: 


27  CHENERY  STREET 


File  Appeal  wth 
Abatement  Appeals  Board 

1660  Mission  Street 
San  Francisco,  CA  94103 
Tel.  No.  558-6454 


BLOCK: 


6657 


LOT: 


034 


SEQ: 


01 


CASE 


DIO 


FILING  FEE: 


DELROSARIO,  LOURDES 


OVJNER'S  NAME: 
DELROSARIO,  LOURDES 


P.  0.   BOX  3032 
DALY  CITY,  CA  94015 


ORDER  OF  ABATEMENT  UNDER  SECTION  203-203 . R_  OF  THE  BUILDING  CODE 

ORDER  NO.  167,482' 

HEARING  OF  THE  COMPLAINT  OF  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING 
INSPECTION  ON  FILE  IN  THE  OFFICE  OF  THE  DIRECTOR  OF  PUBLIC  WORKS  AGAINST  THE 
PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  OCTOBER  19,   1994  IN 
ACCORDANCE  WITH  DPW  HEARING  ORDER  NO.   167,072.   THE  HEARING  WAS  CONDUCTED  BY  A 
REPRESENTATIVE  OF  THE  DIRECTOR.     THE  OWSER  WAS  NOT  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  ANT) 
DETERMINES  AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DITLY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE 
DIRECTOR,  Am  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  SUPERINTENDENT 
OF  THE  BUREAU  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER 
THE  TERMS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THAT  WITHIN  30    DAYS  OF  THE  DATE  OF  THIS  ORDER,  THE 
OWNER  OR  HIS 'REPRESENTATIVE  SHALL  HAVE  ISSUED  TO  HIM  A  PERMIT  AND  COMPLETE  THE 
WORK  NECESSARY  TO  BRING  SAID  BUILDING  INTO  CONFOR>iANCE  WITH  THE  SAN  FRANCISCO 
BUILDING  CODE  AND  REIMBURSE  THE  BUREAU  OF  BUILDING  INSPECTION  FOR  ABATEMENT 
COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES.     THE  TIME  PERIOD  SHALL 
COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:     PURSUANT  TO  SECTION  203. (i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS 
ORDER  MAY  BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.     APPEALS  MUST  BE  IN 
WRITING  ON  FORMS  OBTAINED  FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST. 
6th  FL'.  ,   94103   (558-6454),  AND  mST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD 
WITHIN  TEN   (10)   DAYS  OF  NOVEMBER  15,   1994.  /i  ^ 


FILE  (2) 
OWNER 
PCD  (5) 


APl'RDVF.n: 


CCT(iFFK   19,    J  99^ 


Department  of  Public  Works 
Bureau  of  Building  Inspection 

CODE    ENFORCEMENT  DIVISION 
DATE  : 

PROPERTY  ADDRESS: 
27    CHENERY  ST 
BLOCK:    6657      LOT:  03^ 
SE2:    01    CASE:  DIO 

OWNER'S  NAME: 
DELROSARIO  LOURDES 

INSPECTOR:   


DISTRICT:    38A  CT :  218 


NOTICE  OF  CONTINUED  HEARING 
ORDER  NO.  167072 


Hearing  of  the  Complaint  of  the  Superintendent  of  the  Bureau  of 
Building  Inspection  on  file  in  the  Office  of  the  Director  of  Public 
Works  against  the  property  at  the  location  shown  above  has  been 
CONTINUED  until  Wednesday,    lO/lS/gM,    at   10:00  A.M.    in  Room  282, 
City  Hall,   San  Francisco. 

The  Owner  of  Record,    designated  above,    is  hereby  notified  to  appear. 

^yx^T\.  E.    Cribbs,  Director 
^j/epartment  of  Public  Works 


City  and  County  of  San  Francisco 


DELROSARIO  LOURDES 
P   0   BOX  3032 
DALY  CITY  CA 

9M01S 


38A-P63-P63-003 

(mS)S58-6MSU  1660   MISSION  ST.,    6TH   FLOOR,    SAN   FRANCISCO,    CA  94103 


A/c  /Ten  2_7'^_  ,  H  ( 


y0^ssff^  City  and  County  of  San  Francisco 
i(T^f^    Department  of  City  Planning 


450  McAllister  Street 
San  Francisco,  CA  94102 


A0MIN1STRAT\0N 
(415)  558-6414 

OTY  PLANNING  COMMISSION 
(415)  558-6414 
PLANS  AND  PROGRAMS 
(415)  558-6264 


Ihis  is  in  response  to  the  February  6,  1991  letter  from  your  niece,  Ms. 
Toni  Muscovitch,  to  David  Lindsay  of  our  Violation  Abatement  Section.    I  would 
like  to  address  the  various  points  raised  in  Ms.  Muscovitch 's  letter. 

We  are  certainly  sympathetic  to  your  health  problems,  and  are  prepared  to 
mal<e  some  allowance  with  regard  to  the  time  within  which  you  are  required  to 
submit  revised  plans.    Please  note  that  we  were  not  requiring  you  to  alter  the 
building  within  thirty  days;  we  were  requesting  you  to  submit  revised  floor 
plans . 

With  regard  to  your  statement  that  City  records  establishing  the  legality 
of  the  ground  floor  apartment  have  been  lost,  I  am  advised  by  Mr.  Lindsay  that 
the  City's  records  for  the  property  appear  to  be  complete.    All  records 
support  this  Department's  position  that  the  legal  use  of  the  property  is  two 
dwelling  units  -  the  irain  house  being  one  dwelling  unit  and  the  rear  addition 
being  the  second  dwelling  unit.    None  of  the  City's  records  support  the 
legality  of  the  ground  floor  apartment. 

Ms.  Muscovitch  has  advised  us  that  for  health  reasons,  you  will  need  to 
live  in  t±e  ground  floor  of  the  building.    As  we  indicated  in  our  Notice  dated 
January  4,  1991,  the  location  of  your  property  in  an  RH-2  zoning  district 
(House,  Two-Family)  and  the  size  of  your  lot  do  not  permit  the  creation  of  a 
third  dwelling  unit  in  the  ground- floor .    However,  if  you  wish  to  establish 
the  ground  floor  rooms  as  a  legal  floor  of  occupancy,  retaining  the  ground 
floor  kitchen  and  bathroom,  you  will  need  to  revise  your  floor  plans  so  that 
the  ground  floor  of  the  main  house  and  the  ground  floor  of  the  rear  apartment 
becOTie  one  dwelling  unit,  and  the  upper  two  floors  of  the  min  house  and  the 
upper  floor  of  the  rear  apartment  become  the  second  dwelling  unit,  as  follows: 


IMPLEMENTATION  /  ZONING 
(415)  558-6377 


February  19,  1991 


Mrs.  Lourdes  Kurilo 

29  Chenery  Street 

San  Francisco,  CA  94131 


Dear  Mrs.  Kurilo: 


Re:  29  Chenery  Street 

Building  Permit  ;!^plication  No.  9005366 


February  19,  1991 
Mrs.  Lourdes  Kurilo 
Re:  29  Chenery  Street 
Page  2 


1)  Show  the  creation  of  an  interior    connection  between  the  ground  floor 
rooms  of  the  main  house  and  the  ground  floor  of  the  rear  addition  as 
per  the  attached  copy  of  the  plan  ( 1 ) . 

2)  Indicate  the  removal  of  the  kitchen  cabinets,  fixtures  and  utilities 
from  the  ground  floor  of  the  rear  addition,  per  the  attached  copy  of 
the  plan  (2). 

3)  Show  the  creation  of  a  connection  between  the  first  floor  kitchen  in 
the  main  house  and  the  first  floor  of  the  rear  addition.    This  may  be 
done  by  adding  stairs  into  the  rear  addition  from  the  existing  stair 
landing  per  the  attached  copy  of  the  plan  (3A).    Alternatively,  you 
may  propose  to  change  the  configuration  of  the  rear  first  floor 
bathroom  and  show  a  door  connecting  the  kitchen  and  first  floor  of 
the  rear  addition  (3B). 

4)  Indicate  the  removal  of  the  stairs  connecting  the  two  floors  of  the 
rear  addition,  per  the  attached  copy  of  the  plan  (4). 

In  order  to  clarify  the  existing  layout  of  the  units,  David  Lindsay  will 
be  contacting  you  shortly  to  arrange  an  inspection  of  the  property,    in  the 
meantime,  if  you  have  any  questions,  please  contact  him  at  558-6393. 


RWP/all/273 
Attachments 

cc:  Pat  McKenzie,  HID 

cc:  John  Singleton,  BID 

cc:  Wing  Lau,  CSD 

cc:  J.  Hutchinson,  PSD 

cc:  Ms.  Toni  Muscovite^ 

1927  Garden  Meadow  Avenue 
Fairfield,  CA  94533 


Very  truly  yours 


Robert  W.  Passmore 
Assistant  Director  of 
Planning  -  Implementation 
(Zoning  Administrator) 
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City  and  County  of  San  Francisco 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


NOTICE  OF  VIOLATION 

OF  THE  SAN  FRA^X:ISCO  MJNICIPAL  QDUES  RENDERING 
HOUSING  TO  BE  SUBSTANDARD  (PER  SECTICNS  17274   (b)  (2) 
AND  24436.5(b)  (2)  ,  REVEMJE  AND  TAXATICN  CODE) 


Date:   

Property 
Address: 


Assessor's  Block  6<^>^^  Lot  39^ 
Housing  ^  y. 

Inspector:       r'  ^-Ksi/c:^- -Zx^ 


/  /    Routine  Checklist  Notice     /  Coiplaint  Notice 

TO  THE  PROPERTY  Ok'J^(S)  ,  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING  ANY 
INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTiT  LOCATED  IN  THE  CITY  AND  COUNTY  OF  SAN 
FRANCISCO: 

PLEASE  TAKE  NOTICE  that  the  above-  described  pranises-  was  inspected  by 
Inspector (s)  of  the  Bureau  of  Building  Inspection  of  the  Department  of  Public 
VJbrks.    As  a  result  of  the  inspecticn,  ccndltians  (s)  was  found  to  exist  in  the 
notice  of  violation  inailed  to  the  owner  (s) ,  iraintained  in  the  pranises  in 
violatlcai  of  the  provisions  of  the  San  Francisco  Municipal  Code  dealing,  aircng 
other  things,  with  housing,  building,  health,  and/or  safety.    Based  upcn  this 
inspection,  the  Super  inter  nient  has  determined  and  declares  these  pranises  to  be 
substandard  housing. 

ACCORDINGLY,  THE  SUPERINIENDEOT  OF  THE  BUREAU  OF  BUILDING  INSPBCTTCN  HEREBY 
ORDERS  the  owner  (s)  of  the  above  described  substandard  property,  within  the 
time  limit  set  forth  in  the  notice  (s) ,  to  maJce  applicatlcn  (if  required)  for 
the  necessary  permits,  to  correct  the  cctxiiticns  in  the  pranises  iraintained  in 
vlolatlcn  of  the  Mjnicipal  Code,  thereafter  to  obtain  permits-  and  proceed  to 
correct  the  ccndltlcns  diligently  and  expeditiously,  aixi  to  corplete  the  work 
within  the  specified  time  on  the  attached  NOTICES  (S) . 

V^ARNING 

Sectlcais  17274  and  24436.5  of  the  Revenue  and  Taxation  code  provide, 
interalia,  that  a  tajqpayer  vAio  derives  rental  incore  fron  housing  determined  by 
the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state 
or  local  codes  dealing  with  housing,  building,  health  and/or  safety,  cannot 
deduct  from  state  personal  incone  tax  and  bank  and   corporate  incone  tax, 
deductions  for  Interest,  depreciation  or  taxes  attributable  to  such  substandard 
stnxzture  v^iere  the  substandard  ccaTdltlcns  are  not  corrected  within  six  (6) 
ncnths  eifter  notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE  NCmcE 
THAT  THE  DATE  OF  THIS  NOTICE  OF  VIOLATICN  MARKS  THE  BEGINNING  OF  THE  SIX 
tOTIH  PERIOD)  . 


(415)  558-6220  861- 


450  McAllister  Street 


San  Francisco  94102- 


I 


DEPARTMENT  OF  PUBLIC  WORKS 

OFFICE  HOURS:  BUREAU  OF  BUILDING  INSPECTION 

-  .  _         .  ,  c  DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTIONS  PHONE  558-6220 

8  to  9  a.m. :  4  to  5  p.m. 

RM.  302,  450  McALLISTER 
SAN  FRANCISCO,  CALIFORNIA  94102-4583 


NOTICE 


P4-i^^  Cjr'fj  .CJr-  9^o/s-  Cf^"^^  Bcua>,Aj<^  J) 

( 

TTie  above  premises  owned,  controlled  or  occupied  by  you  are  in  violation  of  the  law,  and  you  are  hereby  ordered  to  comply  wilh 
the  lollowing  requirement*; 


The  above  orders  mutt  b«  complied  with  within  day* 


Housing  Inspector 


OP 


IS 


I 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT     APPEALS  BOARD 


NOTICE  OF  AAB/FTB  HEARING 


Date: 


February  10,  1995 


Appellant's  Name  &  Mailing  Address: 

 John  H  &  Shaxon  Wong  Trust 

c/o  John  H  &  Sharon  Wong 
669     25th  Avenue 

San  Francisco,  CA  94121 


Nature  of  Appeal: 

[x]       Director's  Order 

[  ]       Franchise  Tax  Board  Notices 

[  ]  Other  


PROPERTY  ADDRESS     3000    24th  street 

BLOCK        3640  LOT 

APPEAL  NO.      6600  Source  Code  bwO 


INSPECTOR  _RdbsiJct^Ha^B^ 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 

 November  10,  1994  ^  will  be  heard  by  the  Board  at  4:00  p.m.  on 

February  21,  1995,  Tuesday  Room  2001,  1660  Mission  SL,  San  Francisco,  CA. 


If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the  Department 
of  Building  Inspection,  1660  Mission  Street,  6th  Roor,  San  Francisco,  CA   94103  or  call 
(415)  558-6466.   Please  bring  any  documents  and  infonnation  that  may  support  your  appeal  such  as 
contracts,  permits,  etc.    Failure  to  be  represented  wiU  constitute  an  automatic  denial. 

You  are  entitled  to  appear  personally  with  your  witnesses,  if  any,  and  to  have  with  you 
counsel  of  your  choice. 


cc:     Donna  Wong 

242    12th  Avenue 

San  Francisco,  CA  94118 


Very  truly  yours, 

Sean  McNulty,  Secretary 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant 
and  a  copy  is  sent  to  Appellant's  agent. 


(415)  558-6454 


1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103 

(73) 


(p:\mld\aab-hrg) 
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APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Jong  &  Sharon  Vfonq   Appeal  Number 

Appellant 

The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  n.  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on    Sententoer  7.  1994  

(2)  The  affected  premises  are  located  at     3000  241±i  Stireet  , 

San  Francisco.  They  contain  dwelling  units  and  rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thiereto. 

The  action  being  appealed  is  the  Order  to  renove  the  existing  work  and  

replace  the  stairs.      *  SEE  ATTACHED  ITEJl  #3 


APPEAL  FILING 

Rle  ApoeaJ  with 
Abaierncn:  Appeals  Beard 

1550  Mission  Street 
San  Franc.sco,  CA  94103 
Tel.  No.  558-6454 

FlUNGFEE:  S  ^''^^ 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 

 *  SEE  ATTACHED  ITEM  #4  anri  ATTACHED  PHOTOGRAPHS  


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner /{ager^  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above    DONNA    I-XDNG  . 

(6)  The  official  address  of  the  undersigned  is: 

242    12th  Avenue  


San  Francisco.  CA  94118-2104 


Tel.  No.  (510)  236-3350  (dav) 
(415)  751-7758  (eve) 


November  7,  1994  O^Ot-^J  'IJ^Xj^ 


Date  Filed  .  Signature  (Print  Nai^^/Beiow) 

DO^JNA  WONG 


File  Abatement  Appeals  Board  (AAB). 
1660  Mission  Street,  6th. Floor,  San  Francisco,  CA  94103.  Tel.  (415)  558-6454 
ml/AAB-Form 
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APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 


Jong  &  Sharon  Wong 
Appellant 


ATTACHMENT 


3.  The  stairs  located  in  the  rear  of  the  building  had  deteriorated  requiring  the 
replacement  of  steps  and  suppoijs.  Because  of  the  danger  posed  to  the 
occupants,  the  owner  replaced  the  lumber  on  the  stairs.  The  owner  made 
no  architectural  changes  aside  from  replacing  deteriorated  lumber. 

An  electrical  inspector  cited  the  owners  for  installing  a  new  stair  into  the 
working  space  for  electrical  panels  and  required  the  owners  to  file  ail  necessary 
permits,  call  for  reinspection  and  move  the  stairs  out  of  the  working  space  for 
panels. 

A  public  hearing  took  place  on  April  1 1 ,  1994.  The  decision  was  30  days  to 
obtain  permits  and  do  all  work.  On  May  3,  1994,  a  building  permit  was  issued  for 
the  stairs.  The  Building  Inspector  did  not  go  to  reinspect  the  site  because  other 
violations  had  to  be  cleared. 

The  Action  being  appealed  is  the  Order  to  remove  the  existing  work  and  replace 
the  stairs. 


4.  I  am  requesting  a  variance  to  keep  the  existing  stairs.  The  order  to  move  the 

stairs  would  mean  overlapping  adjacent  stairs  which  are  not  affected  by  this  Order. 
The  building  is  located  on  a  corner  lot  with  extremely  limited  space  in  the  rear  of  the 
building.  The  small  and  limited  backyard  does  not  allow  for  much  flexibility  in 
design. 

I  wish  to  emphasize  the  fact  that  there  were  no  architectural  changes  from  the 
original  design  except  to  make  them  safer  by  replacing  deteriorated  lumber. 


jf  San  Francisco 

EKFORCZMEKT  DIVISION 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


DATE:  09/07/94 
PROPERTY  ADDRESS: 
3000    24TH  ST 
BLOCK:     3640       LOT:  Oil 
SE2:    01    CASE:  BWO 

JOHN   H   S    SHARON   WONG    TRUST  OWNER'S  NAME: 

%    JOHN    H    t    SHARON   WONG  JONG    H    £    SHARON   UOKG    TRUST  THE 

669    25TH  AV 

SAN    FRANCISCO    CA  INSPECTOR:   


94121  DISTRICT:    38A  CT : 

ORDER   OF    ABATEMENT   UNDER   SECTION    203-203.R   OF  THE 
BUILDING    CODE  REGULAR  ORDER   NO.     1 67 1 9M 

Hearing   of   the   complaint   o±   the   S\iper intendent  of   the   Bureau  of  Build- 
ing  Inspection  on  file   in  the   office   of   the   Director   of   Public  Works 
against  the   property   at   the   location  shown   above   was   held   on  09/07/94 
in   accordance   with  the    DPW   HEARING   ORDER  NO .  166602. 
The   hearing   was   conducted   by  a  representative   of   the  Director. 
THE    OWNER   WAS    NOT  REPRESENTED. 

Based   upon   the   facts   as   submitted   at   the   hearing,    the   Director  finds 
and    determines   as  follows: 

1.  That  notice   has   been   duly   given  as   required   by   law  and   the  order 
of   the   Director,    more   than  48  hours    prior   to   the  hearing. 

2.  That   the   conditions    are   as   stated   In  the   complaint   of  the 
Superintendent  of   the   Bureau   of   Building  Inspection. 

3.  That   the   condition   of   said   structure   constitutes   a  public  nui- 
sance  under   the   terms    of   the   Building   Code   of   the  City  and 
County   of   San  Francisco. 

The   Director   hereby   orders   that  within      30   DAYS   of   the   date   of  this 
order,    the   owner   or  his   representative   shall  have   issued   to   him  a 
permit   and   complete   the   work  necessary   to   bring   said   building  into 
conformance   with  the   San   Francisco   Building   Code   and   reimburse  the 
Bureau   of   Building   Inspection  for   Abatement   costs   pursuant   to  the 
attached  .and   future   notices.      The   time   period   shall   commence  from 
the   date   of   this  order. 

APPEAL:    Pursuant  to   Section   203. (t)    of   the   San  Francisco   Building  Code, 
this    order   may   be   appealed   to   the   Abatement   Appeals   Board.  Appeals 
must   be   in  writing   on   forms   obtained   from   the   Abatement  Appeals  Board 
at    1660   Mission   Street    (5S8-64S4),    and   must   be   filed   with  the 
Secretary   of   the   Board   within  TEN    (10)    DAYS   of  10/04/94. 

Owner 
File  (2) 

BID  (5)  (1  Signed) 
Approved:  09/07/94 
(  4  1  5  )558-6454 


0-P20-008 
,    CA    9  4  103 


DONNA  WONG 
242  12th  Avenue 
SanFrancisco,CA  94118 

October  18,  1994 

John  E.  Cribbs 
Director  of  Public  Works 
City  and  County  of  S.F. 
DPW,  Bureau  of  Building  Inspection 
1660  Mission  St.,  6th  Fir., 
San  Francisco,  C A  94103 

'  Subject:  3000  24th  St,  Order  No.  167194 

BlocK  2>h^0     U)t  II 

Dear  Mr.  Cribbs: 

I  am  writing  on  behalf  of  my  parents,  Jong  &  Sharon  Wong,  regarding  the  order  of 
abatement  number  167194. 

They  were  not  present  at  the  DPW  Hearing  on  Sept.  7,  1 994  because  of  the  following 
reasons: 

1)  They  do  not  read  English  and  your  letters  are  all  written  in  English, 

2)  My  father  who  used  to  handle  all  matters  is  unable  to  handle  any  business  matters 
because  he  had  a  stroke, 

3)  I  was  not  aware  of  this  abatement  order  until  recently  when  my  parents  handed  this 
letter  to  me. 

I  am  currently  in  the  process  of  appealing  the  Order  of  Abatement  and  will  be  obtaining 
the  necessary  forms  from  DPW.  All  future  correspondence  regarding  this  order  and  all 
letters  in  English  are  to  be  sent  to  my  attention  at  the  following  address: 

Donna  Wong 

242  1 2th  Avenue 

San  Francisco,  CA  94118 

Thank  you. 
Sincerely  yours, 

Donna  Wong  on  behalf  of 
Jong  and  Sharon  Wong 


City  and  County  of  San  Francisco 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


CODE   EKFORCEMENT  DIVISION 


DATE:  09/07/94 
PROPERTY  ADDRESS: 
3000    24TH  ST 
BLOCK:    3640      LOT:  Oil 
SEg:     0  1    CASE:  fiWO 


JOHN   H   £   SHARON   WONG  TRUST 
%   JOHN   H   £    SHARON  WONG 
669    25TH  AV 
SAN   FRANCISCO  CA 


OWNER'S  NAME: 
JONG    H   £    SHARON   WONG   TRUST  THE 


INSPECTOR: 


9m2  1 


DISTRICT:  38A 


CT  : 


ORDER   or    ABATEMENT   UNDER   SECTION    203-203. R   OF  THE 


BUILDING   CODE  REGULAR  ORDER   NO.     1  67  1 


Hearing  of  the  complain-t  of  the  Superintendent  of  the   Bureau  of  Build- 
ing  Inspection  on  file   in  the   office   of   the   Director   of  Public  Wotks 
against  the   property   at  the   location  shown  above   was   held   on  09/07/94 
in  accordance   with  the   DPW  HEARING   ORDER  NO.  166602. 
The  hearing  was   conducted   by   a  representative   of   the  Director. 
THE    OWNER   WAS   NOT  REPRESENTED. 

Based  upon  the   facts   as   submitted   at  the  hearing,    the   Director  finds 
and   determines   as  follows: 

1 .  That  notice  has   been  duly  given  as   required  by  law  and   the  order 
of  the   Director,   more  than  48  hours   prior  to  the  hearing. 

2.  That  the  conditions   are  as   stated  in  the  complaint  of  the 
Superintendent  of   the   Bureau   of   Building  Inspection. 

3.  That   the   condition  of  said   structure   constitutes   a  public  nui- 
sance  under   the   terms   of   the   Building   Code   of   the  City  and 
County  of  San  Francisco. 

The  Director  hereby  orders   that  within     30   DAYS  of  the   date   of  this 
order,   the  owner  or  his   representative   shall  have  issued  to  him  a 
permit  and   complete  the  work  necessary  to   bring  said  building  into 
conformance  with  the   San  Francisco  Building  Code  and  reimburse  the 
Bureau  of   Building   Inspection  for   Abatement  costs   pursuant   to  the 
attached   and   future  notices.      The  time   period   shall  commence  from 
the   date   of   this  order. 

APPEAL :    Pursuant   to  Section  203. (t)   of   the   San  Francisco   Building  Code, 
this   order  may  be  appealed  to  the   Abatement  Appeals   Board.  Appeals 
must  be  in  writing  on  forms  obtained  from  the  Abatement  Appeals  Board 
at    1660   Mission  Street    (558-6454),    and  must  be   filed  with  the 
Secretary  of  the  Board  within  TEH   (10)   DAYS  of  10/04/94. 


Owner 
File  (2) 

BID   (5)    (1  Signed) 


Approved:  09/07/94 


John  E.  Cribbs 
Director  of  Public  Works 


(4  15)558-6454 


38A-P20-P20-008 
1660   MISSION  ST.,    6TH   FLOOR,    SAN  FRANCISCO,    CA  94103 


1 

i 


Cfty^d  County  of  San  Francisco 


r^13epartment  of  Pubflc  Works 
,  Bureau  of  BuIWlng  Irispection 

,  NCmCE  OFA^IOLAriON  . 

of  the  San  Ranctsco  Kunlc^  Co<fes  Re>ganlfr>fl  Urt$^,  ^ 
Substaj>iard  or  ^tocK«mpfylr>g  Structure  or  L^nd  or  • 


NOTICE  DATE  )  ^  ^  ^"^ 


SECOND  NOTICE 
OTHER 


(CIRCLE  ONE) 
ADDRESS 


/IGLATION  DESCRIPTION: 


BO  Build     Code       PC  PU-^^yj  Cede 
HC4-k>usina  Cede       MC-Wechan^  Code 
EC-B&cSncai  Code 

CODE/SeC"i 


fHE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 


_J  


□  STOP  ALL  V/ORK 


fVESTlGATlON  FEE  OR 
THER  FEE  WILL  APPLY 

i^ROX-DATEOF 

'iORK  W/O  PERMFT  


A  9x  Fee  CWorit  w/o  Pecmft  after  1/1/1967) 

Fteinspeclion  Fe«' 
n  Other  


/\  2x  Fee  (Work  Exc&ecino  Scc>pe  of  Fermh  d 
v«>rk  w/o  pennK  rom  at^/^  »o  1/1/57) 

I    }  No  Penafty  (WofV  w/o  perrrit  poor  to  an/90) 


Immant  to  SFBC  304(e)  ar»d  332-3  investfgatioo  fees  are  ciiarged  fcff  woric  begun  wlthoul permits  oc  for  >vork  exceeding  the  scope  permits.  Such  fees  may 
I  appealed  to  the  Board     Permits  Appeab  withiii  15  days  o£  permit  action  7 Room  154-A.  Qty  Hall.  554-6720.  

by  the  E^epartmenl 
I  for  aJl  costs  Inairred  in  the 


'"^AJRNINGI  FaQure  to  laiie  immediate  action  as  leiylied  to  cdred  the  above  vloiatloos  wQl  result  in  abatement  i 
IibKc  Wcda.  If  an  Order  of  Abatement  Is  recorded  a^insl  tids  urov*aty  the  ovr-ner  will  be  billed  or  the  property  will  be  lienc 
(de  enforcement  process  frcna  the  posting  of  a>e  firat  Tfotice  of  Vicaation*  until  all  costs  are  paid.  SFBC  2(B(b)  &  332-3 


T'AKNING!  Anyxjoe  who  dert?esrmtaliiKXCt>e  from  iKxafngdetemifaed  by  the  Bureau  of  Bu^  tobe  sutrstaodard  canr>o<  dedi>ct  frtxn 

Site  personal  income  tax  and  bank  and  cocporale  incctne  tax  interest,  depredatJoo  or  taxes  attribntable  to  sixii  substandard  stnxture.  If  cocrectioE  week  is 
It  CDo^eted  or  being  diHgenthr,  esroeditkxaly  and  coniinoously  pn»^^  six  (O  months  from  the  date  of  this  notice,  notification  >«illbe  scrU  to  the 

Isnchise  Tax  Board  as  provided  in  becticn  17K*<c3  of  tl^ 


hR  FURTHER  WFORUATTON  COKTACT  WSPECTOR 

L  L  UtehfWW.  P.E 

Sup«(irt(0odftnt 

Bureau  of  Bu3<£ng  Inspection 


(Irtip*cl3r  —  Print  Nam*) 


Inspedor  Signature 


al  □ 

BuifcSrvg  Inspection  Dnioon 
^  Room  201 .  *50  McATtster  St. 

55a-5096 

□ 

Housing  Intpectbo  Drvitioo 
Room  302,  <50  McAfclar  a 

55B-S220 

EJectricaJ  Irwpectioo  Dtviiioo 
Room  103.  450  McATstar  St. 

55a-6O30 

□ 

Plumbing  Intpedbo  DMdoo 
Room  103. 450  WfcAIbtBr  SL 

S5&-e054 

□ 

Code  Enfcrcemerrt  Dr«<«jn 
Room  260.  1390  Mari;*t  SL 

554-8742 

NOTICE  OF  VIOLATION 


Bureau  of  Building  Inspectic 


,  .rtST  NOTICE 


of  Ibe  San  Francisco  Municipal  Cod^  Rdgartflng  Unsafe, 
SubstaryJard  or  Noncompfying  Structure  or  Land  or  Occupancy  Ther&of 


NOTICE  DATE  W  ^-^^ 


gfcOND  NOTl 


OTHER 


(CIRCLE  ONE) 


kDDRESS 


BC-BuTdng  Code 
EC-€lectr>=aJ  DdcV 

EOLATION  DESCRIPTION:    ^J^^/    <ta;/c,     \y\      ^^r-^a  Wo/U^•A^^ 

F'C-Piumfccyj  CocSe 
UC-4.<«GKanc^  Coo 

COOE/SECTtCf-if 

riE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED:  □  stop  all  work 


1 VESTIGATION  FEE  OR 
(T>IER  FEE  WILL  APPLY 

I'PROX.  DATE  OF 

ViDRK  W/O  PERWrr  


A  9x  Fee  (Wortc  w/o  Permit  after  1/1/1&67) 

ReinspectJon  Fee 
n  0&*er  


A  2x  Fee  (Work  Exc&edrw  Scope  of  P&nnit  ci 
wortcwAs  permrt  rom  a'l/SO  to  1/1 /E7) 

■J^^^No  Penalty  (Work,  w/o  permrl  poor  to  a/1;90) 


costs  incumd  In  the 


Frsuant  to  SFBC  304<e)  and  3323  investigation  fees  zn  dw^ed  for  work  begun  without  permits  or  for  work  exceeding  the  sojp*  of  permits.  Sodi  fees  ma; 
bappealed  to  the  Board  of  Permits  Appeals  within  15  days  of  permit  action  .  Room  154-A.  Gty  Hall  554-6720.  

VAJRJ^^TNG!  Failure  to  take  immediate  scllon  as  required  to  corred  flie  above  violaBor^a  will  result  in  abatement  proceedings  by  th< 
Pblic  Works.  If  an  Order  of  Abatement  is  reoDrded  against  this  property  the  owner  will  be  billed  or  the  property  v.'ul  be  licned  for  all 

=ie  enfonrtment  process  from  the  pcgting  of  the  first  T^otice  of  Vicaation'  imtP  all  costs  are  paid.  SFBC  ZQ3<b)  &  3^  ^  

V  ARNI?*J GI  Anyone  who  derives  rental  Income  from  bousing  determined  by  the  Bureau  of  Building  Inspection  to  be  subsiaasdard  canrot  ded\>c!  frocn 
«Stc  perscmal  income  tax  and  bank  and  corporate  inaxne  tax  interest,  depredation  or  ta:te3  attributable  to  such  substandard  structure.  If  cnt  redion  work  Is 
at  csOTipleted  or  being  diH gcnthr,  eacpeditiocaly  and  cootinuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notLScation  wQl  be  vml  to  the 
F  nchise  Tax  Board  as  providea  in  Section  17264(c)  of  the  Revenue  and  Taxaticn  Cod». 


=1^  FURTHER  IKFORUATIOH  CONTACT  INSPECTOR 

L  L  Ulchfteld,  P.E. 

Superintendent 

Bureau  of  BuDdir>g  Insp>ecibn 


(trt3p«cbr 


—  Prim  Nam*' 


lnsp©cJor  Signature 


(3 


gj  □     BuRdng  Inspection  Division 
Room  201.  450  McATrstef  St 

I   1     Housing  ln$pecA>n  Dfvisioo 
Room  302.  450  McAUister  SL 

Electrical  Inspection  Drvtijon 
Room  103.  450  McATater  St 

□     Plumbing  Inspection  Diviwoo 
Room  103.  450  McAIixtaf  St. 

I   )     Code  Enforcement  Drvuaon 
Room  2€0.  1390  Market  Si 


5S&-60? 

S5&-eo: 

55a-60£ 
554-874 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


NOTICE  OF  AAB/FTB  HEARING 

Date:       Febmary  10,  1995  Nature  of  Appeal: 

[xJ      Director's  Order 
[  ]       Franchise  Tax  Board  Notices 

[  ]  Other  

PROPERTY  ADDRESS     455  Joost  Avenue 


BLOCK   3092   LOT  052  

APPEAL  NO.     ^^"^  Source  Code 

INSPECTOR      poh^T^  Tjo^iv^  

Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 

 December  6,  1994  will  be  heard  by  the  Board  at  4:00  p.m.  on 

February  21,  1995,  Tnesday      in  Room  2001,  1660  Mission  St,  San  Francisco,  CA. 

If  fnrther  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the  Department 
of  Building  Inspection,  1660  Mission  Street,  6th  Floor,  San  Francisco,  CA   94103  or  call 
(415)  558-6466.   Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as 
contracts,  pennits,  etc.    Failure  to  be  represented  wiU  constitute  an  automatic  deniaL 

You  are  entitied  to  appear  personally  with  your  witnesses,  if  any,  and  to  have  with  you 
counsel  of  your  choice. 

Very  truly  yours, 

Sean  McNulty,  Secretary 
Abatoaentr  Appeals  Board 


Original  Notice-  of  Hearings  is  sent  to  Appellant 
and  a  copy  is  sent  to  Appelleint's  agent - 


(415)  558-M54      1660  Mission  Street,.  6th.  Floor,  San  Francisco„  CA   94103  (p:\nild\aab-hrg) 


Appellant's  Name  &  Mailing  Address: 

Blatchly  Jayne  Trustee  i 

455  Joost  Avenue 

San  Francisco,  CA  94127 


cc:    Mark  Brand, .  A-I.A- 
143  Eureka  St. 
San  Francisco,  CA  94117 


APPEAL  TO  THE  ABATEiMENT  APPEALS  BOARD 
OF  THE  aTY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Jayne  Blatchly 


Appellant 


Appeal  Number 


APPEAL  FILING 

Re  Appeal  with 
Abaiement  Appeals  Beard 

1550  Mission  Street 
San  Frandsco.  CA  9^103 
Tel.  No.  558-5454 


FiUNG  FEE 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 

203.1  of  the  Building  Code,  Part  U,  Chapter  I,  of  the  San  Frandsco  MunicipcJ  Code,  and  makes 

the  following  allegations  in  connection  therewith: 

i 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on  Nov.  -02-1  994  . 

(2)  The  affected  premises  are  located  at     455  Joost  Avenue,   San  Francisco,   CA  94  1  27 
San  Francisco.  They  contain    One  dwelling  units  and    Zero   rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 

Order   of   Abatement.   NO.    167607.    rp1?ii-ing   tn  innt  i           nf   vi  o1    f  i  nn    for-   ^  deck 
built  without  permits  and  a  variety  of  other  N.O.V.s.   The  owner  was  not  able 
to  attend  the  original  hearing  -  see  attachment.   The  Architect  (MarkBrand) 
was  hired  on  July  9,   1  994  and  has  been  preparing  drawings.  

(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 

An    ar3r^  i  1 1  r>np  1     IfiD    H;=)yg;    tn    rnmpi  otp    pc^-pjnj-h    process  -  

A  Variance   (case  No.    94.625V)   was  applied  for  on  November  19,    1994.  The 
hearing  is  scheduled  for  January  25,    1994.   The  Permit  Application  will  be 

made  within  a  week.  

(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above    Agent  . 

(6)  The  official  address  of  the  undersigned  is: 

143  Eureka  Street 


San  Francisco 


CA  9  4117 


Tel.  No.    (  41  5)    626  9285 


Dec.    6,  1994 


Date  Filed 


Signature  (Print  Name  Below) 


Mark  Brand,  AIA 
File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Sb-eet,  6th.  Floor,  San  Francisco,  CA  94103.  Tel.  (415)  558-6454 
ml/  AAB-Form 


455  JOOST  AVENUE  •  SAN  FRANCISCO 
CALIFORNIA  94127  •  (415)  585-6533 


Mr.  Robert  Noelke  , 
Code  Enforcement  Division 
1660  Mission  Street 

6th  Floor  -     ^  ^  1  ^ 


San  Francisco,  CA  94103 
Dear  Mr.  Noelke: 


Confirming  our  phone  conversation  of  yesterday,  I  am  herewith 
requesting  a  continuance  of  the  hearing  scheduled  for  November  2nd 
1994  at  10  a.m.  on  complaint  at  455  Joost  Av.,  S/F.,  Block  3092,  Lot 
052,  order  No.  167306. 

Due  to  litigation  and  deposition  previously  scheduled  for  the  above 
date  I  will  not  be  able  to  attend. 

Please  advise  me  of  the  continuance  scheduling  for  my  case  with  as 
much  previous  notice  as  you  can  provide. 

Many  thanks, 


Jayne  Blatchly,  Trustee 
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ity  and  County  of  San  Francisco 


CODE   ENFORCEMENT  DIVISION 

[irrfET  n  /  n  / Q ^7 

■  PROFEJiTY   ADDRESS  : 
M55   JOOST  AV 
BLOCK:    3092      LOT:  052 
SE2:    0  1    CASE:  BWO 

BLATCHLY   JAYNE  TRUSTEE 
455   JOOST  AV 
SAN  FRANCISCO  CA 

.  94127 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


OWNER'S  NAME: 
BLATCHLY   JAYNE  TRUSTEE 

INSPECTOR: 


DISTRICT:  38A 


CT 


.ORDER   OF    ABATEMEKT   UNDER   SECTION    203-203    T?    OF  THE 
BUILDING    CODE  REGULAR  ORDER   NO.  167607 

Hearing  of  the   complaint  of  the  Superintendent  of  the  Bureau  of  Build 

ing  Inspection  on  file  in  the  office   of  the   Director  of   Public  Works 

against  the  property  at  the  location  shoun  above  uas  held  on  11/02/om 

m  accordance   with  the   DPW  HEARING   ORDER  HO.  167306 

The  hearing  was   conducted  by  a  representative   of  the  Director 

THE  OWNER  WAS   NOT  REPRESENTED.  Director. 

Based  upon  the  facts  as  submitted  at  the  hearing,  the  Director  finds 
and  determines  as  follows:  :cj.nas 


1 


t  ^^"^  ^""^^  ^^'^^'^         required  by  law  and   the  order 

^^^^^^^^^-tor,   more  than  48  hours  .prior  to  the  hearing 
That  the  ^££fJiJ-Ju^iJis~ai.e_^ss^^  ^j^^ 


ct       Super inten3ent_Qf  the  B^r^^^^r^^TTuildi^^Tl^ 
^.      That  the   condition  of  said  structure   cn5?fs t i tute s   a  -public  mji- 
-^anc|  under  the  terms   of  the  Building-C^d^^^-thT-CitT^^rJ^ 
County  of  San  Francisco.  1 

IrLr^^'^r^''  ^^''^'^^  e^'^^"  ■''^^'^  'Within  ^Alt'oi^thi^dlte   of  this 

order,    the   owner  or  his   representative   shJll  have  issued   to   him  a 
permit  and  ^com^lete^  ihejorK_ne cess to   bring   said   building  inJo 
B:rf:nrBuiiILa'^?  Francisco   Building   Code  and  reimburse 

at^J^hJ  ^^^^^^^9  Inspection  for  AJateman i:_c^^  PurT^I^TTTtT  the 
attached  aivd  future  notices.      The  ti^rTlriod   ^.h^^i    ^^^>.  "  xne 

the  date  o"f^^t  his^  d  e  r  .  Period   shall  commence  from 

secretary  of   the  Board  within  TEN   (10)   DAYS   of  II/29/9I 


Owner 
File  (2) 

BID  (5)  (1  Signed) 
Approved:  11/02/94 
(4  15)558-6454 


Very  Truly  Yours 


'Crlbbs 

/y    Director   of  Public  Works 

wr-rcc,^  38A-P20-P20-008 
1660   MISSION   ST.,    6TH   FLOOR,    SAN   FRANCISCO,    CA  94103 


City"and  County  of  San  Franc 


.Department  of  Public  Works 


.ureau  of  Building  Inspection 


NOTICE  OF  VIOLATION 


of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncomplylng  Structure  or  l  and  or  Occupancy  Thereof 


NOTICE  DATE_7_3^_1^_^ 


SECOND  NOTICE 
OTHER 


ADDRESS 


(CIRCLE  ONE) 


J  .  V)  LhXC^         ^B^uikfing  Code)  PC-Plumbing 


VIOLATION  DESCRIPTION: 


7?^-S)2^  EG-Electnc^Code 


Code 
ical  Code 


CODE/SECTION* 


-/.Ki-srpYio-rp-p  ^^-^^vy^  j:y^f>^  WiTM^ur  ^^p^W 


THE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 


STOP  ALL  WORK 


NVESTIGATION  FEE  OR 
OTHER  FEE  WILL  APPLY 


\PPROX.  DATE  OF 
VORK  W/O  PERMrr 


2x  Fee  (Work  Exceecfinq  Scope  of  Permit  Qi 
work  w/o  permit  from  9/1  /60  to  1/1  /S 7) 

No  Penalty  (Work  w/o  permit  prior  to  9/1/90) 


J)^i^*       (Wori<  w/o  Permit  after  1/1/1967) 
Reinspection  Fee, 
^  /'  ^  "Z^  □other. 

\irsuaiit  to  SFBC  304(e)  and  3323  investigation  fees  are  charged  for  work  begun  without  "pennits  or  tor  work  exceeoing  the  scope  of  permits.  Such  fees  may 
)€  appealed  to  the  Board  of  Permits  Appeals  within  15  days  of  permit  action  .  Room  154-A,  Gty  Hall,  554-6720.  

fV ARNING!  Failure  to  take  immediate  action  as  required  to  correct  the  above  violations  will  result  in  abatement  proceedings  by  the  IDepartment  of 
hiblic  Works.  If  an  Order  of  Abatement  is  recorded  against  this  property  the  owner  will  be  billed  or  the  property  will  be  liened  for  all  costs  incurred  in  the 
ode  enforcement  process  from  the  posting  of  the  first  TJotice  of  Violation"  until  all  costs  are  paid.  SFBC  Z(B(b)  &  3323  

'V  ARNIN G!  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  substandard  cannot  deduct  from 
tate  personal  income  tax  and  bank  and  corporate  income  tax  interest,  depreciation  or  taxes  attributable  to  such  substandard  structure.  If  correction  work  is 
lot  completed  or  being  diligently,  expeditiously  and  continuousiy  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
■ranchise  Tax  Board  as  provided  in  Section  17264(c)  of  the  Revenue  anfl  Taucation  Code.  , 


OR  FURTHER  INFORUATKDN  CONTACT  INSPECTOR 

L  L  Litchfield,  P.E. 
Superintendent 
Bureau  of  Building  Inspect 


(InspeclDf  —  Print  Name) 


Inspector  Signature 


3^  ts;^  Building  Inspection  Division 

^''^^Room  201 ,  450  McAllister  SL  558-6096 

I   I     Housing  Inspection  Divisbn 

Room  302,  450  McAllister  SL  558-6220 

I   I     Electrical  Inspection  Divis»n 

Room  103,450  McAJlisterSL  558-6030 

□     Plumbing  Inspection  Division 

Room  103,  450  McAJIistsrSt.  558-6054 

r~1     Code  Enforcement  Division 

Room  260,  1390  Market  St.  554-8742 


City  and  County  of  San  Franci  ; 


NOTICE  OF  VIOLATION 


Department  of  Public  Works 
.ureau  of  Building  Inspection 


of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy  Thereof 


FIRST  NOTICE 


NOTICE  DATE  Z^'Z^'^Z-L 


SlCond  notice^ 


OTHER 


(CIRCLE  ONE) 
ADDRESS   ^ 


7 


/  / 


VIOLATION  DESCRIPTION: 


^^^:y'^^-<-6^    '"jC-Buildng  Code.^'     PC-Plumbing  Code 
HC-Housing  Code      MC-MechanicaJ  Code 
EC-Electrical  Code 

C0DE/SECT10N# 


^  o  2  9  ^  c. 


W>' — C-- 


/  //  ■ 


77 


i  > 


■■  / 


THE  following  CORRECTIVE  ACTION  IS  REQUIRED: 


.^'STOP  ALL  WORK 


7"  '  / 


NVESTIGATION  FEE  OR 
PTHER  FEE  WILL  APPLY 

Kpprox.  date  of  / 

VORK  W/O  PERMrr 


A  9x  Fee  (Work  w/o  Permit  after  1/1/1967)-:!^ 
/S,  Reinspection  Fee 

□  Other  


/\  2x  Fee  (Work  Exceedinq  Scope  of  Permit  at 
work  w/o  permit  from  9/1/50  to  1/1/67) 

I    I  No  Penalty  (Work  w/o  permit  prior  to  9/1/^0) 


\irsuant  to  SFBC  304(e)  and  3323  investigation  fees  are  charged  for  work  begun  without  permits  or  for  work  exceeding  the  scope  of  permits.  Such  fees  may 
)e  appealed  to  the  Board  of  Permits  Appeab  within  15  days  of  permit  action  .  Room  154- A,  Gty  Hall,  554-6720.  

pV ARNING!  Failure  to  take  immediate  action  as  required  to  correct  the  above  violations  will  result  in  abatement  proceedings  by  the  Department  of 
*ublic  Works.  If  an  Order  of  Abatement  is  recorded  against  this  property  the  owner  will  be  billed  or  the  property  wul  be  liened  for  aE  costs  incurred  in  the 
ode  enforcement  process  from  the  posting  of  the  first  T^otice  of  Violation"  im  til  all  costs  are  paid.  SFBC  203(b)  &  3313  

'V ARNING!  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  l)e  substandard  cannot  deduct  from 
tate  personal  income  tax  zmd  bank  and  corporate  income  tax  interest,  depreciation  or  taxes  attributable  to  such  substandard  structure.  H  correction  work  is 
lOt  completed  or  being  diligently,  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
ranchise  Tax  Board  as  provided  in  Section  17264(c)  of  the  Revenue  and  Taxation  Code. 


OR  FURTHER  INFORMATION  CONTACT  INSPECTOR 

L  L  Litchfield,  P.E. 
Superintendent 
Bureau  of  Building  Inspection 


(Inspector  —  Print  Name) 


By: 


y  my/ 


Inspector'Signature 


at  Q] 

Building  Inspection  Division 
Room  201 ,  450  McAllister  SL 

558-6096 

□ 

Housing  Inspectran  Division 
Room  302,  450  McAllister  St. 

558-6220 

□ 

Electrical  Inspection  Division 
Room  103,  450  McAllister  SL 

558-6030 

□ 

Plumbing  inspection  Diviscn 
Room  103,  450  McAllister  SL 

558-6054 

□ 

Code  Enforcement  Division 
Room  260,  1390  M^.-i^et  Si 

554-8742 

CITY  AND  COUNTY  OF  SAN  FRANOSCO 
ABATEMENT     APPEALS  BOARD 


NOTICE  OF  AAB/FTB  HEARING 


Date: 


Febmarv  10,  1995 


Appellani's  Name  &  Mailing  Address: 

Ligaya  A-  Reyes 

10785    Bodega  Hwy 
 Sebastopol,     CA  95472 


Nature  of  Appeal: 

[x]      Director's  Order 

[  ]      Franchise  Tax  Board  Notices 

[  ]  Other  


PROPERTY  ADDRESS  2511  22Dd  Avenue 
BLOCK    LOT  003  


APPEAL  NO. 


INSPECTOR 


6602 


Source  Code  DCO 


Dear  Appellant: 


This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 
DecCTiber  13 ,  1995   ,  will  be  heard  by  the  Board  at  4:00  p.m.  on 


Febr-aary  21,  1995,  Tttes;iay  Room  2001,  1660  Mission  SL,  San  Francisco,  CA- 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the  Department 
of  Building  Inspection,  1660  Mission  Street,  6th  Floor,  San  Francisco,  CA   94103  or  call 
(415)  558-6466.   Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as 
contracts,  permits,  etc.   Failure  to  be  represented  will  constitute  an  automatic  deniaL 

You  are  entitled  to  appear  personally  with  your  wituesses,  if  any,  and  to  have  with  you 
counsel  of  your  choice. 


cc:     Ross  S-  Reyes 

10785  Bodega  Highway 
Sebastopol,  CA^  95472 


Very  truly  yours. 


Sean  McNulty,  Setiiretary: 
Abatement  Appeals  BOcurd. 


Qjciginal  Notice  of  Hearing  is  sent  to  i^pellant 
and  a,  copy  is  sent  to  Appellant's  agent.  ^^^^/^ 

■       :  .  ®    .  ' 

(415)  558-6454-      1660  Mission  Street  6th  Floor,  San  Francisco,  CA   94103  (p:\mld\aab-hrg) 


APPEAL  TO  THE  ABATEMENT  APPE.\LS  BOAUD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


,  1550  Misoicn  S;reet 
San  'rar.cccc.  CA  94 ic 
T^l.  No.  55a-5-i£4 

:?^''i;?4vf.-'s^-:  S  _56.24 


Appellant 


Appeal  Number 


The  undersigned  appellant  hereby  acpeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203. r  of  the  Building  Code,  Part  EE,  Giapter  I,  of  the  San  Francisco  Municipal  Code,  and  maices 


the  foilowins:  aHesiations  in  connection  therewith: 


(1)  The  order  appealed  rrom  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  Qry  and  County  of  San  Francisco,  on    Mt?^  -  ^=1    \^°[  ^  . 

(2)  The  affected  Dremises  are  located  at    2-  s  U  -  "2  -2^-^^  u.-^  


San  Francisco.  Thev  contain 


dwelling  '.inits  and 


roonnjng  'jniLS. 


(3)  State  in  ordinar/  and  concise  language  the  specLSc  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  acion  should  be 
modified  or  reversed  bv  this  board. 


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above       o  c>>   . 

(6)  The  otfidal  address  of  the  undersigned  is: 


TeL  No.G^"^}  8^":^-(C.^g 


Date  Filed  Signal 


Hie  Abatement  Appeals  Board  (AAB>. 

1660  Mission  Street;  6th.  Floor,  San  Frandsco,  CA  94103.  TeL  (415)  553-6454 
mi/AAB-Fbrm 


Department  of  Public  Works 
Bureau  of  Building  Inspection 

XZYES    LIGAYA    A  OWKER'S    KAME = 

1078S    BODEGA    HWY  REYES    ROSS    S   C    LIGAYA  A 

SEBASTOPOL  CA 

95M72  IKSPECTOR:  


DISTRICT:    38A  CT: 

ORDER   or    AEATEMEKT   UKDER    SECTIOK    203-203. R   OF  THE 
BUILDIHG   CODE      *     REGULAR  ORDER  KO .     1  6777M 

Hearing   of  the   coinplain-b  of  the   Superintendent  of   the   Bureau  of  Build- 
ing  Inspection  on  file   in   the   office   of   the   Director   of  Public  Works 
against   the   property   at   the   location  shown  ahove   uas   held   on  ll/OQ/SM 
in   accordance  uith  the   DPU   HEARING   ORDER  HO.  16737M. 
The   hearing    uas   conducted   by   a  representative   of   the  Director. 
THE    OWKER   WAS    NOT  REPRESENTED. 

Based  upon  the  facts   as   submitted   at  the   hearing,    the  Director  finds 
and   determines   as  f ollous  = 

1 .  That  notice  has   been  duly  given  as   required  by  law  and   the  order 
of   the   Director,    more   than   48  hours   prior   to   the  hearing. 

2.  That   the   conditions   are   as    stated. in  the   complaint   of  the 
Superintendent  of   the   Bureau  of  Building  Inspection. 

3-      That   the   condition  .of   said   structure   constitutes   a  public   nui- ' 
sance   under   the   terms    of  the   Building   Code   of   the   City  and 
County   of  San  Francisco. 

The   Director  hereby  orders   that  within     30   DAYS   of  the   date   of  this 
order,    the   owner  or  his   representative  shall  have   issued  to  him  a 
permit  and   complete   the   work  necessary  to  bring   said   building  into 
conformance   with  the   San  Francisco   Building   Code   and  reimburse  the 
Bureau  of  Building  Inspection  for   Abatement   costs   pursuant  to  the 
attached   and   future  notices .      The   time   period   shall   commence  from 
the   date   of   this  order. 

APPEAL  :    Pursuant  to   Section  203.  (t)    of  the   San  Francisco   Building  Code, 
this   order  may   be  appealed   to   the   Abatement  Appeals   Board.  Appeals 
must  be   in  writing  on  forms   obtained   from  the   Abatement  Appeals  Board 
at   1660   Mission  Street   (SS8-6M5M),    and  must  be  filed  with  the 
Secretary  of  the  Board  within  TEH   (10)  pAYS  .of  12/0^6/94. 

Owner 
File  (2) 

BID  (S)  (1  Signed) 
Approved:  11/09/94 
(4 15)558-6454 


"ityarid  County  of  San  Francisco 


CODE    ENFORCEMENT  DIVISION 

DATE:  11/18/94 
PROPERTY  ADDRESS: 
25  11    2  2ND  AV 
block'     2423      LOT:  003 
SEfi:    01    CASE--  DCO 


Director   of  Public  Works 

38A-P20-P20-003 
1660   MISSIOH   ST.,    6TH   FLOOR,    SAN   FRANCISCO,    CA  94103 


No. 


Location 
Viola 




CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DEPARTMENT  OF  PUBLIC  WORKS 
BUREAU  OF  BUILDING  INSPECTION 

WARNING  OF  VIOLATION 

^^'AAi^  

B.C.  -  Building  Code 


19 


^ 


r 


n  Ol  Sec    -^^3.  .  ..>'-^Xo..^...^<>J.  /...J^..'z'X..SASC^  H.C.  -  Housing  Code 

'  /  >         .      r=  r-     ci^^fr.cal  Code 

ing  Code 


Stop  tho  follo'.'yig''.M6fk.  — .,,,^^...t7^-,>-j^--^^^.r-z<,^  l  .aU-U^  --^-U-^fyi^ 

Contact  lnspector_at  Rm  ^A-'kT.  ,  450  McAllister  or  phone  ii^.^^Z^ 
l4oursfl:00  A.M.  to  9:00  A.M.  and  4:00  P.M.,to  SHDO  PlvT^. 

MT/Bl 

/4 


SUPERINTENDENT/BUREAU  OF/BJJILDING  INSPECTION 


FB  502 
B.B.I.  Copy 


By. 


No. 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DEPARTMENT  OF  PUBLIC  WORKS 
BUREAU  OF  BUILDING  INSPECTION 


WARNING  OF  VIOLATION 

Location  . 


Vio 
Re 


^  '    :S    ^    ^ .A—  -      B.C.  -  Building  Code 

of  ^^C..^<?^........^.-;?..U.^.3a.I....<£...^.<^^^^^  H.C.  -  Housmg  Code 

/        ,  —r-  '  -A  ^   ,\    .       / /£.C^  yEleclric^  Code 


/  /E,C/'yEleclrica>  Cod 

Plum-S^fg-CoGc  ^ 

Contact  rnspector  at  Rm  .^^^^^^  450  McAllister  orphone-861  5820  ^^^^^^^^^^^^ -  /^a^lfJ 
Hours:  8:00  A.M.  to  9:00  A.M.  and  4:00  P^I/T^'^I^M.     C j^r^p/—  '^^^ 


FB  502 
B.B.I.  Copy 


SUPERINTENDENT/BUREAU  OF  BUILDING  INSPECTION 

By  /L>ft- 

/  / 

± 


Inspector 


( 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


NOTICE  OF  AAB/FTB  HEARING 


Date: 


February  10,  1995 


Appellant's  Name  &  Mailing  Address: 

T  K  K  Associates 

c/o  Cushman  S  Wakefield 
555  California  Street 
San  Francisco,  CA  94104 


Dear  Appellant 


Nature  of  Appeal: 

[x3       Director's  Order 

[  ]      Franchise  Tax  Board  Notices 

[  ]  Other  


PROPERTY  ADDRESS      212  stoc]cton  street 


BLOCK 


0309 


LOT 


Oil 


APPEAL  NO.  6603 


Source  Code  bwo 


INSPECTOR 


This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 

 December.  1994         ^ill  be  heard  by  the  Board  at  4:00  p.m.  on 

Febmary  21,  1995,  Tnesday      uj  Room  2001,  1660  Mission  St,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the  Department 
of  Building  Inspection,  1660  Mission  Street,  6th  Roor,  Saji  Francisco,  CA   94103  or  call 
(415)  558-6466.    Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as 
contracts,  permits,  etc.    Failure  to  be  represented  will  constitute  an  automatic  deniaL 

You  are  entitled  to  appear  personally  with  your  witnesses,  if  any,  and  to  have  with  you 
counsel  of  your  choice. 


Very  truly  yours. 


cc:    Marta  Beclcwith-  p  Oi. 

Pillsbury  Madison  &  Sutro  Jf^^  '  ™^ 

225  Bush  Street  Sean  McNulty,  Secretary 

P.  O.  Box  7880  Abatement  Appeals  Board 
San  Francisco,  CA  94120 


Original  Notice  of  Hearing  is  sent  to  Appellant 
and  a  copy  is  sent  to  Appellant's  agent. 


(415)  558-6454       1660  Mission  Street,  6th  Floor,  San  Francisco,  CA    94103  (p:\mld\aab-hrg) 


« 


RECEIVED 

DEC  ;  q  10Q'  appeAl  to  the  abatement  appeals  board 

^  ^  '""*^OF  TH] ;  CITY  AND  COUNTY  OF  SAN  FRANCISCO 


BUREAU  OF  BUILDING  INSPECTION 
HOUSING  INSPECTION  DIVISION 


DIRECTOR'S  ORDER 


TKK  Associates 


Appellant 


Appeal  Number 


APPEAL  FILING 

Re  Appeal  with 
Abaiemeni  appeals  Beard 

1650  Mission  Street 
San  Frandsco,  CA  94103 
Tel.  No.  558-C4S4 


FlUNGFEE:  S 


r 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  EE,  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therev/ith: 

1 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on  November   16  ,    1994  . 

(2)  The  affected  premises  are  located  at    212   Stockton   Rfrppt-  , 

San  Frandsco.  They  contain         0   dwelling  units  and        0    rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 

See  attached  pages,  


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  shoioid  be 
modified  or  reversed  by  this  board. 

See  atfarhprl  paopg   


(Attach  additional  she€t(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above  attorneys   for   the  owner  . 

(6)  The  official  address  of  the  undersigned  is:  . 
PILLSBURY   MADISON   &  SUTRO  


225   Bush  Street 


P.O.    Box  7880 


San   Frann'srn,    HA      QA19n-7««n    Tel.  No.      13)  983-1000 


Date  Filed  Signature  (Print  Name  Below) 

File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street,  6th- Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 
ml/AAB-Form 


(3)     State  in  ordinajry  and  concise  language  the  specific  nature 
of  the  action  appealed  from,  together  with  any  material  facts 
relating  thereto. 

The  original  Notice  of  Violation  ("Notice")   cited  117 
building  features  which  the  Bureau  of  Building  Inspection 
("BBI")   determined  to  be  in  violation  of  the  Title  24  access 
code  requirements  in  effect  when  the  building  and  various  tenant 
improvements  were  constructed  in  1986,   1987,   and  1988.  In 
response  to  this  Notice,   appellant  commissioned  a  study  of  the 
building  to  review  the  cited  features  and  propose  solutions  to 
correct  each  cited  item. 

On  February  9,   1994,  Permit  Application  #9402231  was  filed 
which  proposed  Correcti-C^e  Actions  for  resolution  of  9  6  of  the 
117  items  cited.     This  resulted  in  the  issuance  of  Permit 
#741458  on  August  3,   1994  and,  under  the  terms  of  this  Permit, 
work  on  these  96  items  must  be  completed  by  August  3,    19  95. 
Also  on  February  9,   1994,  Permit  Application  #9402230  was  filed 
in  response  to  the  remaining  21  items  and  Documentation  of 
Unreasonable  Hardship  was  filed  for  each  of  these  21  items. 

On  June  3,   1994,  Permit  Application  #9402230  was  revised  to 
eliminate  five  of  these  21  items  from  the  application  and  these 
five  features  were  specified  to  be  modified  to  provide  full  code 
compliance  as  interpreted  by  BBI .     BBI  denied  the  request  for 
Unreasonable  Hardship  as  to  the  remaining  16  items  submitted 
under  Revised  Permit  Application  #9402230. 

On  September  16,   1994,  appellant *  requested,  and  BBI  issued, 
an  extension  of  Permit  #9402230.     This  extension  was  due  to 
expire  of  December  6,  1994. 

At  a  Director's  hearing  on  November  16,  1994,  the  building 
was  found  to  be  in  non-compliance  with  San  Francisco's  building 
code  and  the  abatement  order  was  orally  issued. 

On  December  8,   1994,  appellant  requested  a  further 
extension  of  Permit  #9402230  which  is  currently  under 
consideration  by  Richard  Young,  Assistant  Superintendent  of 
Inspection  Services. 

On  December  19,   1994,  appellant  submitted  an  appeal  to  the 
Access  Appeals  Commission  of  11  of  the  16  items  for  which 
Unreasonable  Hardship  was  claimed.     As  part  of  that  appeal, 
appellant  agreed  to  remedy  the  other  five  of  the  16  items.  The 
Access  Appeals  Commission  has  tentatively  scheduled  an  on  site 
tour  of  the  building  for  February  2  3  and  the  formal  hearing  of 
appeal  on  February  27,  1995. 

On  December  20,   1994,  a  written  Order  of  Abatement  (Order 
No.   167,805)  was  issued.     This  Order  required  appellant  to 
obtain  a  permit  and  complete  all  work  to  remedy  the  117  cited 


11835A25 


1 


items  within  90  days  of  the  date  of  the  Order.     Appellant  is 
appealing  from  this  Order. 

(4)     State  the  relief  you  need  and  reasons  why  you  claim  the 
appealed  action  should  be  modified  or  reversed  by  this  board. 

Appellant  requests  that  the  Order  of  Abatement  be  vacated 
and  resolution  of  the  cited  items  be  allowed  to  proceed  pursuant 
to  the  terms  of  the  issued  Permits  and  the  appeal  currently 
pending  before  the  Access  Appeals  Commission. 

The  building,   and  the  tenant  improvements,  were  constructed 
in  accordance  with  regularly  issued  building  permits.     BBI  was 
appraised  of  all  relevant  facts.     BBI  examined  and  approved  the 
building  designs  before  issuing  these, permits .  Appellant's 
predecessor  in  interest  (the  prior  owner  of  the  building) 
reasonably  relied  upon  the  issuance  of  the  permits  in 
constructing  the  building.     The  Order  of  Abatement  should  be 
vacated  because,  based  on  these  facts,  BBI  is  estopped  from  now 
asserting  that  the  building,  constructed  according  to  permits 
BBI  issued,  violates  the  applicable  access  laws. 

Further,  appellant  requests  this  relief  because  appellant 
already  is  taking  all  necessary  action.     Appellant  does  not 
admit  that  the  building  is  in  violation  of  applicable  building 
codes  and  expressly  reserves  any  legal  objection  it  may  have  to 
enforcement  of  the  Notice  of  Violation.     However,   appellant  has 
agreed  to  remedy  all  but  11  of  the  117  cited  items  according  to 
BBI ' s  interpretation  of  the  relevant  Code  sections  and  has 
submitted  an  appeal  to  the  Access  Appeals  Commission  as  to  the 
remaining  11  items.     The  formal  hearing  on  this  appeal  has  been 
tentatively  scheduled  for  February  27,   19  94.     Work  on  the  106 
items  which  appellant  has  agreed  to  remedy  is  progressing 
according  to  the  terms  of  the  issued  Permits  and  many  of  these 
items  have  already  been  corrected. 

The  outcome  of  the  appeal  currently  pending  before  the 
Access  Appeals  Commission  will  determine  the  manner  in  which  the 
11  appealed  items  are  resolved.     The  outcome  will  also  impact 
some  of  the  items  which  were  not  appealed. 

Given  the  pending  appeal  and  the  efforts  already  taken  by 
appellant  to  fully  resolve  all  items  cited  in  the  Notice  of 
Violation,  the  Order  of  Abatement  should  be  vacated  and 
resolution  of  the  cited  items  allowed  to  proceed  pursuant  to  the 
terms  of  the  issued  Permits  and  pursuant  to  any  decision  by  the 
Access  Appeals  Commission. 
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.'ublic  Works 


Office  of  the  Director 


John  £.  Cribbs 

Director 


ADDRESS: 


212  STOCKTON  STREET 


BLOCK: 


0309 


LOT: 


Oil 


SEQ: 


01 


CASE:  BWO. 


T  K  K  ASSOCIATES  " 
c/o  CUSKMAN  &  yAKEFIELD 
555  CALIFORNIA  STREET 
SAN  FRANCISCO,  CA  94104 


OWNER'S  NAME: 

T  K  K  ASSOCIATES  FEE 


ORDER  OF  ABATE>fENT  UNDER  SECTION  203-203. R  OF  THE  BUILDING  CODE 

ORDER  NO.  167,805 

HEARING  OF  THE  COMPLAINT  OF  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING 
INSPECTION  ON  FILE  IN  THE  OFFICE  OF  THE  DIRECTOR  OF  PUBLIC  'WORKS  AGAINST  THE 
PROPERTY.  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  NOVEMBER  16,    1994  IN 
ACCORDANCE  WITH  DPW  HEARING  ORDER  NO.   167,048.   THE  HEARING  WAS  CONDUCTED  BY  A 
REPRESENTATIVE  OF  THE  DIRECTOR.     THE  OWNER  WAS  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND 
DETERMINES  AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY "  LAW  AND  THE  ORDER  OF  THE 
DIRECTOR,  AND  MORE  THAN  4  8  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  A_RE  AS  STATED  IN  THE  COMPLAINT  OF  THE  SUPERINTENDENT  ' 
OF  THE  BUREAU  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER 
THE  TERMS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND  .COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THAT  WITHIN  90     DAYS  OF  THE  DATE  OF  THIS  ORDER,  THE 
OWNER  OR  HIS  REPRESENTATIVE  SHALL  HAVE  ISSUED  TO  KIM  A  PERJlIT  AND  COMPLETE  THE 
WORK  NECESSAJ^Y  TO  BRING  SAID  BUILDING  INTO  CONFORMiANCE  WITH  THE  SAN  FPJlfJCISCO 
BUILDING  CODE  AND  REIMBURSE  THE  BUREAU  OF  BUILDING  INSPECTION  FOR  ABATEMENT 
COSTS  PURSUANT  TO  THE  ATTACHED  AJD  FUTURE  NOTICES.     THE  TIME  PERIOD  SHAXL 
CO^^MENCE•■FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:     PURSUANT  TO  SECTION  203. (i)  OF  THE  SAN  FRA-NCISCO  BUILDING  CODE,  THIS 
ORDER  MAY  EE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.     .APPEALS  MUST  BE  IN 
WRITING  ON  FORMS  OBTAINED  FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST. 
6th  FL.,   94103   (558-6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD 
WITHIN  TEN  (10)  DAYS  OF  DECEhlBER   20,   1994.  ^  ^ 


FILE  (2) 
OWNER 
PCD  (5) 


)SS^fctiED:  F»^£)(45l^P^^^^  1994 


Room  260,  City  Hall 


San  Francisco  94102^*606 


pity  and  County  of  San  Francisc* 


Department  ;)f  Public  Works 
Jureau  of  Building  Inspection 


NOTICE  OF  VIOLATION 


of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy  Thereof 


jlRSTKDIlCE. 

Iecond  NOnCE 

f—  

fTHER 


(CIRCLE  ONE) 
DDRESS      212  Stockton  Street 


NOTICE  DATE    DecembeT  9,  199 

TKK  Associates 

c/o  The  Stitzel  Company 

120  Montgomery  Street,  #1480 

San  Francisco,  CA  9^10^ 


Block:    0^09     Lot:  Oil 


BC-Building  Code 
HC-Housing  Code 
EC-ElectricaJ  Coda 


lOLATlON  DESCRIPTION: 


PG-P!umbing  Code 
MC-MechanicaJ  Code 

CODE/SECTION* 


This  building  does  not  provide  access  to  the  disabled 


Title  24 


as  required  by  original  construction  and  subsequent 


CA  Admin 


remodeling.   See  attached  letter  dated  11/8/Q^  for 


Code 


specific  violations . 


S. ?. B. C 


Government 


Because  you  failed  to  comply  with  the  First  Notice, 


Code 


dated  11/8/93,  we  are  initiating  Abatement  Proceedings 


HE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED:  □  stop  all  work 

 Apply  for  a  building  permit  to  correct  all  above  vinlstinns,  


obtain  permit  and  complete  all  work.  You  will  be  notified 


of  the  time  and  location  of  the  Administrative  Hearing. 


VESTIGATION  FEE  OR 
]rHER  FEE  WILL  APPLY 

I  PROX.  DATE  OF 

nRK  w/o  pERurr  


A  9x  Fee  (Work  w/o  Permit  after  1/1/1967) 
A  Reinspection  Fee 

□  Other  


/\  2x  Fee  (Work  Exceedinq  Scope  of  Permrt  Qi 
work  w/o  permit  from  9/1/'50  to  1/1/S7) 

I    I  No  Penalty  (Work  w/o  permit  prior  to  9/1/90) 


"rsuant  to  SFBC  304(e)  and  3323  investigation  fees  are  charged  for  work  begun  without  permits  or  for  work  exceeding  the  scope  of  permits.  Such  fees  mz^ 
:  appealed  to  the  Board  of  Permits  Appeals  within  15  days  of  permit  action  .  Room  154-A,  Gty  Hall,  554-6720.  

r  AILNING!  Failure  to  take  immediate  action  as  required  to  correct  the  above  violations  will  result  in  abatement  proceedings  by  the  Department  of 

"  blic  Works.  If  an  Order  of  Abatement  is  recorded  against  this  property  the  owner  will  be  billed  or  the  property  wul  be  liened  for  aU  costs  incurred  in  the 

rie  enforcement  process  from  the  posting  of  the  first  Tvfotice  of  Vidlation'  until  all  costs  are  paid.  SFBC  2Q3<b)  &  3323  

r  AJININGI  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  substandard  cannot  dedur:  from 
:  te  personal  income  tax  and  bank  and  cotporate  income  tax  interest,  depredation  or  taxes  attributable  to  such  substandard  structure.  K  carrection  work  is 
It  completed  or  being  diligently,  expeditiously  and  continuovaly  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
■mdiise  Tax  Board  as  provided  In  Section  17264(c)  of  the  Revenue  and  Taxation  Code. 

=  R  FURTHER  INF0RUATX5N  CONTACTINSPECTOR  Spencer  Gosch  


L  L  UchfieW.  P.E. 

Superintendent 

Bureau  of  Building  Inspection 


(Inspector  —  Prim  Name) 


By: 


nspector  Signature 


at  n 

BuildSng  Inspection  Division 
Room  201,  450  McAllister  SL 

558-6095 

□ 

Housing  Inspection  Division 
F^oom  302,  450  McAllister  SL 

55S^2C 

□ 

Electrical  Inspection  Division 
Room  103.  450  McAJlistar  St 

558-60X 

□ 

Plumbing  Inspection  Division 
Room  103.  450  McAllister  SL 

558-605^ 

Code  Enforcement  Division 
Room  2S0,  1390  Market  SL 

554-3742 

ity  and  County  of  San  Francisco 


Department  of  Public  Works 
ureau  of  Building  Inspection 


NOTICE  OF  VIOLATION 


of  the  San  Francisco  Municipal  Codes  Reganjing  Unsafe, 
Substandard  or  Noncomplying  Stnjcture  or  Land  or  Occupancy  Thereof 


JRSTNOTICE 

jECOND  NOTICE 

1 

THER 


NOTICE  DATE    November  8,  199 


(CIRCLE  ONE) 
5DRESS     212  Stockton  Street 


TKK  Associates 
c/o  The  Stitzel  Company 
120  Montgomery  Street  #1480 
San  Francisco,  CA  94l04 


Block:309  Lotrll 


BC-3ulk5r)g  Code 
HC-Housing  Code 
EC-EtectricaJ  Code 


OLATION  DESCRIPTION: 


PC-Plumbing  Code 
MC-Mechan»caJ  Code 

COOE/SECnONf 


This  building  does  not  provide  access  to  the  disabled 


Title  2^ 


as  required  by  original  construction  and  subsequent 


CA  Admin 


remodeling.     See  attached  letter  to  the  owner  dated 


Code 


November  8,   1993  Tor  specific  violations 


S  .  ? .  B  .  C 


Government 


Code 


■IE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED:  □  stop  all  work 

 File  application  for  any  necessary  permits  within  thirty  (30)  

 days  and  bring  buildl ng  into  compliance  within  ninety   (90)  davs.  


IVESTIGATION  FEE  OR 
:rHERFEE  WILL  APPLY 

kPROX.  DATE  OF 
mK  W/0  PERMIT 


A      f^ee  (Work  w/o  Permit  after  1/1/1967) 

Reinspection  Fe« 
□  Other  


/\  2x  Fee  (Work  Excsedna  Scooe  of  Permri  qi 
work  w/o  permrt  from  9/1/&0  to  V1/S7) 

[XI  No  Penalty  (Work  w/o  pemrvt  prior  to  9/1/90) 


Irsuant  to  SFBC  304(e)  and  3323  investigation  fees  are  charged  for  work  begun  without  permits  or  for  work  exCTieding  the  scope  of  ptrmita.  Such  fees  may 
^appealed  to  the  Board  of  Permits  Appeals  within  15  days  of  permit  action  .  Room  154-A,  Gty  HaU.  554-6720.  

/AUNING!  Failure  to  take  immediate  action  ?s  required  to  correct  the  above  violations  will  result  in  abatement  proceedings  by  the  Department  of 
*blic  Woria.  If  an  Order  of  Abatement  is  reoordad  agafnst  this  property  the  owner  will  be  billed  ortbe  pxjperty  wul  be  lieneg  for  aP  casts  incurred  in  the 
>le  enforcement  process  from  the  posting  of  the  first  TJotice  of  Violation"  until  all  costs  are  paid.  SFBC  203(b)  &  33Z3  

f  ARNINGI  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  substandard  cannot  deduct  froii! 
Ite  personal  income  tax  and  bank  and  corporate  income  tax  interest,  depredation  or  taxes  attributable  to  such  substandard  structure.  If  correction  work  is 
J  completed  or  being  diligently,  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notLE cation  will  be  sent  to  the 
'nchise  Tax  Board  as  providea  in  Section  17264(c)  of  the  Revenue  and  Taxation  Code. 

R  FURTHER  INFORMATION  CONTACT  INSPECTOR       Jim  Whipple  


L  L  Litchfield,  P.E. 

Supenntendent 

Bureau  of  Building  Inspection 


By: 


(Inspector  —  Print  Nam*) 


m 

at  □ 

BuDdrng  Inspedioo  Divisjon 
Room  201 .  450  McAJTster  SL 

S5S-6096 

□ 

Housing  Inspection  Diviskxi 
Room  302,  450  McAflister  St 

553-5220 

□ 

BectricaJ  Inspection  Drvision 
Room  103,  450  McAHistar  SL 

558-6030 

□ 

Plumtaing  Inspection  Dtvisioo 
Room  103.  450  McAllister  SL 

5S8-60S4 

Code  Enfofcsment  Division 

I 


1 


1 


1 


1 


\ 
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CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


NOTICE  OF  AAB/FTB  REHEARING 


Date: 


Ff^hT-nary  10,  1995 


Appellant(s): 

Virgixtia  Velasco 


1304  York  Street 


San  Francisco,  CA  94110 


Appealing  AAB/FTB  Decision 

Property  Address: 

2770  Bryant  street 


Block: 


4273 


Lot: 


010 


Appeal  No.  ^^93        Source  Code 
Inspector     Robert  No  e  Ike  


Dear  Appellant(s): 

Your  request  for  a  rehearing  of  the  Decision  rendered  by  the  Abatement  Appeals  Board  on 

 November  23,  1994  has  been  received.    Rehearing  is  set  for  4:00  p.m.  on 

 Febmary  21,  1995  ^  ^^^^^  2001,  1660  Mission  Street,  San  Francisco, 


California- 


Decision  rendered  by  the  Board  at  that  time  will  be  final. 

Very  truly  yours. 


Sean  McNulty,  Secretary 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant. 


(415)  558-6454 


1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103 


(P:\mld\aabrehrg) 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


OFFICE  OF  THE  SECRETARY 

1660  Mission  Street,  6th  Floor 
San  Francisco,  CA  94103 
(415)  558-6454 


NATLTRZ  OF  APPEAL 

/X  /     Director's  Order 
I I     Franchise  Tax  Board 
I j     SuperinteDdent ' s  ComplainC 
Waived  Hearing 


/X  /  ABSEOT 
/     /  PRESENT 


NOTICE  OF  DECISION 


Appellant 
Address 


Virginia  Velasco 


1304  York  Street 


PROPERTY  ADDRESS 
BLOCK  4273 


2770  Bryant  Street 


LOT 


San  Francisco,  CA  94110 


October  26.  1994 


HEARING  DATE 
APPEAL  NTJMBER 
INSPECTOR      Robert  Noeike, 


6593 


CED 


ABATEMENT  APPEALS  BOARD  DECISION: 


Appellant  being  absent  and  not  represented,  case  is  automatical! 
denied.    Case  will  be  referred  to  the  City  Attorney's  Office  for 
code  enforcement. 


Acting  Secretary 

REHEARING:     Pursuant  to  Sec.   203 (t)   7  of  the  San  Francisco  Housing  Code,  the 

Abatement  Appeals  Board  may  rehear  an  appeal  upon  vhich  a  Decision  has 
been  rendered,  provided  a  request  for  a  rehearing  has  been  made  in  vriting 
vithin  10  days  of  the  date  of  the  decision-     Decision  rendered  by  the 
Board  at  that  time  will  be  final.     Obtain  rehearing  request  form  at 
1660  Mission  Street,  6th  Floor,  Saji  Francisco,  CA  94103- 

DATE  MAILED:        November  10,  1994 


I 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


OFFICE  OF  THE  SKRETART 

PROPERTY  CONSERVATION 


NOTICE  OF  AAB/FT3  HEARING 


Date:         October  11,    199^   Nature  of  Appeal: 

[  X]      Director's  Order 

Appellant's  Name  &  Mailing  Address:'  [      ]        Franchise  Ta^c  Board  Notices 

 Virginia  Velasco  [     ]        Superintendent's  Corr^laint 

Waived  Hearing 

130A  York  Street  -  ' 


San  Francisco,   OA    94110  ^    ^  Other 


PROPERTY  ADDRESS  2770  Bryant  Street 
BLOCK  "       ^273  LOT  Q^O 


APPEAL  NO.  6593   S-NC  DEQ  DCO 

INSPECTOR     "Robert  Noelke,  CEP  


Dear  Appellant: 


This  is  to  ser^e  notice- that  your  appeal,   filed  with  the  Abatement  Appeals -Board 

on  September  29-   1994  ,   will  be  heard  by  the  Board  at  1:30  p.m.  on 

October  26,    1994  in  Room  2  82,   City  Hall,    San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of 
the  Department  of  FMblic  Works,  '.ISSO  Mission  Street,  San  Francisco,  CA  94103. 
Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as 
contracts,  permits,  etc.  Failure  to  be  represented  will  constitute  an  automatic 
denial . 

Yon  entitled  to  appear  personally  with  your  witnesses,  if  any,  and  to  have  •v-ith 
you  counsel  of  your  choice. 

Very  truly  yours. 


Neil  G.  Rains,  AIA,  Secretary 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant 


PCD  215  (Rev.  9/87) 
(415)558-6454 


1660  Mission  Street,    6th  Floor,   San  Francisco,  CA  94103 


APPEAL  FILING 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


File  Appeal  with 
Abaierneni  Appea-s  Board 
,  1650  Mission  Street 
San  rrandsco.  CA  94103 
"Ifel.  No.  558-6454 


Appellant 


Appeal  Number 


The  undersigned  appeUant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  n.  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  mal<es 
the  following  allegations  in  connec^on  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on  . 

(2)  The  affected  premises  are  located  at       ^  77<^  ^  ^  , 

San  Francisco.  They  contain      ^^^^  c3  dwelling  units  and    ^        rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board.  >       .  l  u 

(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above  . 

(6)  The  official  address  of  the  undersigned  is: 


Tel.  No.  ^I^^^Sl-  //^^ 


Date  Filed  Signature  (Prmt  Name  Below) 


y-7 

File  Abatement  Appeals  Board  (AAB). 
1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103.  Tel.  (415)  558-6454 
ml/AAB-Form 


tity  and  County  of  San  Fi  ancisco 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


CODE   ENFORCEMENT  DIVISION 


DATE:  09/02/94 
PROPERTY  ADDRESS: 
2770    BRYANT  ST 
BLOCK:    4273      LOT:  010 
SEg:    01    CASE:  DCO 


Abalemeni  Appeals  Board 


San  Francisco.  CA  94103 


APPEAL  RUNG 


166(»  Mi 5^10':  Street 


Hie  Appeal  with 


Tel.  No.  S58-5454 


FILING  FEE:  $ 


VELASCO  VIRGINIA 
130M    YORK  ST 
SAN   FRANCISCO  CA 


OWNER'S  NAME: 
VELASCO  VIRGINIA 


94  110 


INSPECTOR : 


DISTRICT:  38A 


CT:  229 


ORDER  OF  ABATEMENT  UNDER  SECTION  203-203. R  OF  THE 
BUILDING   CODE       *  REGULAR  ORDER   NO.  167090 


Hearing  of  the   complaint  of  the  Superintendent  of  the   Bureau  of  Build- 
ing Inspection  on  file   in  the  office   of  the  Director  of  Public  Works 
against  the   property   at  the   location  shown  above   was   held  on  08/24/94 
in  accordance  with  the   DPW  HEARING  ORDER  NO.  166811. 
The  hearing  was   conducted  by  a  representative   of  the  Director. 
THE    OWNER   WAS   NOT  REPRESENTED. 

Based  upon  the  facts  as   submitted  at  the  hearing,    the  Director  finds 
and  determines   as  follows: 

1 .  That  notice  has   been  duly  given  as   required  by  law  and   the  order 
of  the   Director,   more   than  48  hours   prior   to  the  hearing. 

2.  That   the   conditions   are   as   stated   in   the   complaint   of  the 
Superintendent  of  the   Bureau  of   Building  Inspection. 

3.  That   the   condition  of   said   structure   constitutes   a  public  nui- 
sance under   the   terms   of   the   Building   Code   of   the   City  and 
County   of  San  Francisco. 

The  Director  hereby  orders  that  within     30   DAYS  of  the   date   of  this 
order,    the   owner  or  his   representative  shall  have   issued   to   him  a 
permit  and  complete   the  work  necessary  to  bring  said  building  into 
conformance  with  the   San  Francisco  Building   Code  and   reimburse  the 
Bureau  of   Building   Inspection  for   Abatement   costs   pursuant   to  the 
attached   and   future   notices.      The   time   period   shall   commence  from 
the   date   of   this  order. 

APPEAL :    Pursuant  to   Section  203. (t)    of   the   San  Francisco  Building  Code, 
this  order  may  be  appealed  to  the  Abatement  Appeals   Board.  Appeals 
must  be   in  writing   on  forms   obtained  from  the   Abatement  Appeals  Board 
at   1660  Mission  Street   (558-6454),    and  must  be  filed  with  the 
Secretary   of   the   Board   within  TEN   (10)    DAYS   of  09/20/94. 

Owner  Very^Truly  Yours, 


Approved:  08/24/94 


File  (2) 

BID    (5)    (1  Signed) 


^  38A-P20-P20-005 
1660   MISSION  ST.,    6TH    FLOOR,    SAN   FRANCISCO,    CA  94103 


(4  15)558-6454 


y  and  County  of  San  Francisco 


NOTICE  OF  VIOLATION 


Department  of  Public  Wor 
Bureau  of  Building  Inspecll 


of  XhQ  San  Francisco  Munlcfpaf  Codes  R&gardlng  Urvsafe, 
Substandard  or  Noncompfy(r»g  Structure  or  Land  or  Occupancy  Thereof 


NOTICE  DATE  5/ 


COND  NOTICE 
HER   


(CIRCLE  ONE) 


:ress 


LATION  DESCRIPTION: 


BC-Bu1dn<;  Coda  PC-?lumfci-i^  OxLt 
EC-Elecr  caJ  Cod* 


farrh  of  thf^  pp7-mi1-«?  foir  -hhig  building  rf^veal  ed  that  there 


g  no  v;gl-ifj   p f tttm' t p-ith<=>T   i  <:;y;i3f^d  or  cleared   by   any  inspector 


^T-f-^-r-  n7-  7-ernnr!)=>-?  bnll^ing  to   it's   pre<^ent  a S, 


!:  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 

L  are  required ^  within  3  0  days^  to  file  a  building  pennit 
legalize  or  to  revert  back  to  the  last,  legal  use.  


□  STOP  ALL  WO F. 


sets  of  floor  plans  are  required  to  be  submitted  with  a  building 


kit  a-DDlication, 


ISTIGATION  FEE  OR 
iER  FEE  WILL  APPLY 

pX.  DATE  OF 

i  w/o  PERurr 


■9x  .=eo  (Work  w/o  Pwrnit  after  1/1/1967) 
/  N  Beinspeca'on  Fee 

I    [  Other  


2x  Fee  (Wcxk  Exnsednq  Scooe  o<  Fwmit  i: 
wortcw/o  permit  from  IM/SO  c  ITl/'S/ 
{    I  No  Penaity  (Work  w/o  perrnit  prior  as  9/1^0) 


^nt  toSFBC30<(e)  and  33Z3  investigation  fees  are  ciarg«i  for  work  b«^un  without  uta nuts  or  for  v^ori:  excseding  the  scope  of  pxnniix.  Soch 
naJed  to  the  Board  of  Permits  Anoeals  within  IS  davs  of -Dcrmit  action  .  Roam  Gtv  HaB.  5>4-672a 


INH^GI  BiSlurt  to  tak*  iimnediaie  »don  as  r«squired  to  crrrrtci  the  abave  vjoLs  tioxts  wiH  ns=alt  in  aJbatenwait  p-Dccedlnei  by  tb^ 
I'/Vorfcs.  If  an  Or  do-  of  Abatement  is  ^e^Jfrf^^d  a^insl  thii  ^^gty  the  ovm«r  wiE  be  billed  err  the  p^^jpaty  wul  be  Umro  /or  jfl. 


the  Dcyctt-iugu 


farcement  pi  ocjsj  from  the  posting  of  the  fir3t'*Notiae  of  Violatian'  until  aH  costs  are  paid.  SE^BC  ^IB^)  ^  jn?.3 

IND^GI  Anyone  who  derives  rental  income  £ium  housing  determined  by  the  Bureau  of  Building  Insp«2ioo  to  be  substandard  cja\T<ot  dgehjc  frcz' 
]nonal  income  tax  and  bank  and  carporate  iocoroe  taz  interest,  depreciation  or  taxes  attributable  to  »ac±  sabstandird  ytrcu.liiie.  H"  <  n  i »« •r<,-tn  wane 
d^plrted  or  being  diBgenthr,  exp«iitiously  and  contfauously  proseaitod  after  six  (6)  months  from  the  date  of  tins  notice,  notiScatlnn       be  yexi  to  « 
-se  Tax  Board  as  providad.tnSecttopl72M<d  of  the  Revenue  and  Taaatton  Code.   


(lrap«caDr  —  Print  Nam*) 


U  U  Utchfteld.  P.E. 
Superirttendant 
Bureau  of  Building  Inspection 


By: 


'    V.R.  GONZALES 
HOUSING  INSPECTOR 


r~~|     BuSdEng  lnsp*cioo  Drvixion 

Room  201.  ^WzAEiSwSl.  SS5^ 

rgt    Housing  Inxpectioo  Drvinon 

Boom  30?,  ^  UiAJinw  St  558-^ 

r~1     Qec»vanh»p»cdoo  Drvisiort 

Boom  103,^  McAJDxtwSL  558-& 

Cn     Ptvmbing  hi»p»ciioo  Dfmbn 

Room  ICQ.  ^  McAIa^rSX.  SSS-E^ 


Cmr  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


NOTICE  OF  AAB/FTB  REHEARING 


Date: 


Februaxy  10,  1995 


Appellaiit(s): 

Adaias,  John  C  S  Gregory 
2614    Buchanan  Street,  #3 
San  Francisco,  CA  94115 


Appealing  AAB/FTB  Decision 
Property  Address: 

2614  Buchanan  Street 


Block:  Q579 


Lot:  010 


Appeal  No.  6489  Source  Code  dip 
Inspector  Robert  NoeUce  


Dear  Appellant(s): 

Your  request  for  a  rehearing  of  the  Decision  rendered  by  the  Abatement  Appeals  Board  on 

 February  10,  1995  ^         received.    Rehearing  is  set  for  4:00  p  jn.  on 

 FebjcucLTY  21,  1995  at  Room  2001,  1660  Mission  Street,  San  Francisco, 


California- 


Decision  rendered  by  the  Board  at  that  time  will  be  final. 

Very  truly  yours. 


cc:     Jan is  Piatt 

2614    Buchanan  St.,  #2 
San  Francisco,  CA  94115 


Sean  Kcllulty,  Secretary 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant 
and  a  copy  is  sent  to  Appellant's  agent - 


(415)  558-6454      1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103  (P:\mld\aabrchrg) 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


OFFICE  OF  THE  SECRETARY 

1660  Mission  Street,  6th  Floor 
San  Francisco,  CA  94103 
(415)  558-6454 


NATURE  OF  APPEAL 


/£/ 
/_/ 
/ 


/ 


Director's  Order 
Franchise  Tax  Board 
Superintendent's  Complaint 
Waived  Hearing 


NOTICE  OF  DECISION 


/  /  ABSENT 

/  X/  PRESENT 


Appellant  Adams,  John  C.  &  Gregory 
Address  2614  BuchanaTi  Street,  #3 

San  Francisco,  CA  94115 


PROPERTY  ADDRESS 
BLOCK  0579 


2614  Buchanan  Street 


LOT  010 


HEARING  DATE      March  23,  1994 

APPEAL  NUMBER  6489  

INSPECTOR     Robert  NoeLke,  CED 


ABATEMENT  APPEALS  BOARD  DECISION: 


The  appeal  is  granted.    Appellant  Is  to  apply  for  a  permit  to  create 
a  second  means  of  egress  for  4th  floor  of  occupancy.     If  not 
approved,  case  to  be  recalendared. 

cc:    Janis  Piatt 

2614  Buchanan  St.,  #2 
San  Francisco,  CA  94115 


REHEARING:     Pursuant  to  Sec.  203 (t)  7  of  the  San  Francisco  Housing  Code,  the 

Abatement  Appeals  Board  may  rehear  an  appeal  upon  which  a  Decision  has 
been  rendered,  provided  a  request  for  a  rehearing  has  been  made  in  writing 
within  10  days  of  the  date  of  the  decision.     Decision  rendered  by  the 
Board  at  that  time  will  be  final.     Obtain  rehearing  request  form  at 
1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103. 

DATE  MAILED:      April  14,  1994 


Cmr  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


jP  THE  SKRETART 

LAIlister  St.,  Room  301 

i-ancisco,  GA    94 102 

j^68  NOTICE  OF  AAB/FTB  REHEARING 

• 

ant      Adams.  John  C  &  Gregory  Appealing  AAB/FTB  Decision 

(5S  2614  Buchanan  Sfareet.  #3  Property  Address     2614  Buchanan  St. 

J  San  Francisco.  CA  94115   

I  J  Block  0579   Lot  010 

1  Appeal  No.      6489   S-NC-SEQ  DIP 

1 

Inspector      Robert  NoeUce,  CEP  


Pear  Appellant: 


Your  request  for  a  rehearing  of  the  Decision  rendered  by  the  Abatement  Appeals 

Board  on       February  23,  1994   has  been  received.     Rehearing  is  set  for 

 ^at  Room  282,  City  Hall,  San  Francisco, 


1:30  p.m.  on 
California. 


March  23,  1994 


Decision  rendered  by  the  Board  at  that  time  will  be  final. 

ly  yoursy  ^  , 


Neil  Q.  Rains,  ATA,  Secretary 
Abatei^ent  Appeals  iioard 


cc:     Jaunis  Piatt 

2614  Buchanan  St. ,  #2 
San  Francisco,  CA  94115 


Original  Notice  of  Rehearing  is  sent  to  Appellant   and  a  copy  to  Appellant's 
Agent. 


PCD  215A  (12/86) 


CITY  AND  COUNTY  OF  SaN  FRANCISCO 
ABATEMENT  APPEALS 


BOARD 


DPFia  OF  THE  SK*£TaJIT 

450  McAllister  Sc.,  Room  301 
an  Francisco,  CA  9A102 
58-6168  * 


NOTICE  OF  DECISION 


NATURE  OF  APPEAL 

/x7  Dira  cor'«  Order 
CZJ  Franchise  Tajc  Board  Nocicc 
CD  Superintendent'-  Complaint 
Waived  Hearing 

^  ABSENT 
rj  PRESENT 


appellant 
kddress 


Adams,  John  C  &  Gregory 
2614  Buclianan  street, 


San  Francisco,  CA  y41±!j 


PROPERTY  ADDRESS 
BLOCK  0579 


263.4  Buchanan  St. 


LOT  010 


HEARING  DATE       September  22,  ^993 


APPEAL  NUMBER 
INSPECTOR 


6489 


Robert  Noelke,  CKD 


ABATEMENT  APPEALS  BOARD  DECISION: 


Appellant  being  absent  and  not  represented,  appeal  is  automatically  denied. 
Case  will  be  referred  to  the  City  Attorney's  Office  for  code  enforcement. 


cc:     Janis  Piatt 

2614  Buchanan  St.,  #2 
San  Francisco,  CA  94115 


Neil-G.-^Rain&,  AIA,,  Secretary 
t  Abateiaenc  Appeals  Board 

REHEARING:     Pursuant  to  Sec. 203(c)  7  of  the  San  Francisco  Housing  Code,  the  Abacenent 

Appeals  Board  nay  rehear  an  appeal  upon  which  a  Decision  has  been  rendered, 
provided  a  request  for  a  rehearing  has  been  Bade  in  writing  within  10  days 
of  Che  date  of  the  decision.     Decision  renderei'-by  the  Board  at  that  time 
will  be  final.     Obtain  rehearing  requesc  form  ac  Em.  260,  1390  Market 
Screet,  San  Francisco,  CA  9A102. 


DATE  MAILED: 


Oct:ob€r  20,  1993 


(2) 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


OFFICE  OP  THE  SKRETARY 


450  McAllister  St.,  Room  101 
San  Francisco,  CA  94102 


HATDEE  OF  APPEAL 


/X/ 
/  / 
/  / 


Director's  Order 
Franchise  Tax  Board 
Superintendent's  Coarplalnt 
Waived  Hearing 


I 


/  /  ABSENT 

/  X  /     P  RESENT 


NOTICE  OF  DECISION 


Appellant    Adams,  John  C.  &  Gregory  PROPERTY  ADDRESS    2614  Buchanan  St. 

Address        2614  Buchanan  Street,  #3  BLOCK      0579   LOT  010  

San  Francisco,  CA    94115  HEARING"  DATE    July  28,  1993  

  APPEAL  NUMBER  _6489  

INSPECTOR    Robert  Noelke,  Acting  Chief 

ABATEMENT  APPEALS  BOARD  DECISION: 


The  case  is  continued  for  (60)  days.  The  next  hearing  will  be  on 
September  22,  1993  at  1:30  P.M.,  City  Hall,  Rm.  282. 


cc:    Janis  Piatt 

2614  Buchanan  St.,  #2 
San  Francisco,  CA  94115 


REHEARING:    Pursuant  to  Sec.  203(t)  7  of  the  San  Francisco  Housing  Code,  the 

Abatement  Appeals  Board  may  rehear  an  appeal  upon  which  a  Decision  has 
been  rendered,  provided  a  request  for  a  rehearing  has  been  made  in  writing 
within  10  days  of  the  date  of  the  decision.    Decision  rendered  by  the 
Board  at  that  tine  will  be  final.    Obtain  rehearing  request  form  at 
Rm.  260,  1390  Market  St.,  San  Francisco,  CA  94102. 


DATE  MAILED:     August  6,  1993 


CITY  AND  COUNTY  OF  SaN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


CE  OF  THE  SK*ETA*T 

*PERTY  CONSERVATION 


KOTICE  OF  AAB/FTB  HEARING 


lellanc's  Name  &  Mailing  Address: 
Adams,  John  C.  &  Gregory 
2614  Buchanan  Street,  #3 
San  Francisco,  CA  94115 


Dace : 


July  7.  1993 


Nacure  of  Appeal: 

\  X  [      Director's  Ordc;r 

I      I      Franchise  Tax  Board  NocicslS 

f      I      Superincendenc '  s  Complair.c 
Waived  Hearing 

r     I  Ocher 


PROPERTY  ADDRESS     2614  Buchanan  St 


BLOCK  0579 


LOT 


CIO 


APPEAL  NO.  6^S9 


S-NC-DEQ  DIG 


INSPECTOR    Robert  Noelkej  Acting  Chief 


ir  Appellant: 


is  is  CO  serve  notice  chat  your  appeal,   filed  with  che  Abacemenc  Appeals  Board  on 

May  19,  1993     ,  will  be  heard  by  che  Board  at  1:30  p.m.  on     July  28.  1993  

i  Room  282,  City  Hall,  San  Francisco,  CA. 

.  further  information  is  desired,  please  inquire  at  che  Abacemenc  Division  of  che 
j)artment  of  Public  Works,     460  McAllister  Street,  CA  94102.     Please  bring  any 
:umenc3  and  information  that  may  support  your  appeal  such  as  concracts,  permits, 
Failure  to  be  represented  vill  constitute  an  aucomatic  denial. 

1  are  entitled  to  appear  personally  with  your  witnesses,  if  any,  and  co  have  wich 
1  counsel  of  your  choice. 


Very  truly  yours. 


cc:    Janis  Piatt 

2614  Buchanan,  #2 

San  Francisco,  CA  94115 


Rains,  ATA,  Secretary 
nt  Appeals  Board  ^ 


*  Original  Notice  of  Hearing  sent  to  Appellant   and  a  copy  was  sent  to  Appelant 's  Agent 

fO  215  (Rev.  9/87)  '   

15)  558-6168        A50  McAllister  Screet,  Room  301,  San  Francisco,  CA  94102 


APPEAL  FILING 
File  appeal  with- 
tement  Appeals  Board  (AAB) 

390  Market  St  Suite  250         APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
San  Francisco,  CA  941 02  "^"^  ^^"^^         COUNTY  OF  SAN  FR?U^cisco 

Tel.  No.  554-8742 
FILING  FEE:  $ 

  DIRECTOR'S  ORDER 


-O^aM^  Ai>/b^S    .  Appeal  Number         ^  f^f 

Appellant  7  »  7 

The  undersigrted  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant 
to  Section  203.1  of  the  Building  Code,  Part  II,  Chapter  I,  of  the  San  Francisco 
Municipal  Code,   and  makes  the  following  allegations  in  connection  therewith: 


(1)  The  order  appealed  from ^ was  made  at  a  public  hearing  by  the 

Director)  of  Public  Works,    of  the  City  and  County  of  San  Francisco,  on 

— ^/nlH^   • 

(2)  The  affected  premises  are  located  afe.     2.Lt  f  <^  ^fj  <^J^^ 
San  Francisco.     They  contain  ^   dwelling  units  and  ^ 


rooming  units. 


(4) 


(3)     (State  in  ordinary  and  concise  language  the  specific  nature  of  the  action 
appealed  from,  together  with  any  material  facts  relating  thereto.) 

(State  the  reliet  you  need  and  reasons  why  you  claim  the  appealed  action(^Oi/'^-^ 
should  be  modified  or  reversed  by  this  board. ) 

(Attach  additional  sheet (s)  if  necessary.) 

(5)  The    undersigned    is    the    owner/agent,     (state    which)     of    the  premises 
described  in  Paragraph  (2)  above     ^Uj/_>^-^C-  ^  |/Jlf^tf  ^  • 

(6)  The  official  address  of  the  undersigned  is: 


SM:>^^ojrb6i>  OA  ^4HS' 


Tel.  No. 


1390  Market  Street,  San  Francisco,  CA      94102,  Telephone  (415)  554-8742.) 


2ity  and  County  of  San  Francisco 


Department  of  Public 


Office  of  the  _ 


ADDRESS:   2614  BUCHANAN  STREET 

BLOCK:   0579  LOT:  010 
SEQ:       01  CASE:  DIO 


OWNER'S  NAME: 

ADAMS,  JOHN  C.   &  GREGORY  ADAMS,  JOHN  C.  2/3 

2614  BUCHANAN  ST. ,  #3 
SAN  FRANCISCO,   CA  94115 


ORDER  OF  ABATEMENT  UNDER  SECTION  203-203. R  OF  THE  BUILDING  CODE 

.ORDER  NO.  161,675 

HEARING  OF  THE  COMPLAINT  OF  THE  SUPERINTENDENT  OF  THE  BUREAU  OF 
BUILDING   INSPECTION  ON  FILE   IN  THE  OFFICE  OF  THE  DIRECTOR  OF  PUBLIC 
WORKS  AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON 
MARCH  17,   1993   IN  ACCORDANCE  WITH  DPW  HEARING  ORDER  NO. 160,959.  THE 
HEARING  WAS  CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.     THE  OWN'ER 
WASREPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS 
AND  DETERMINES  AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER 
OF  THE  DIRECTOR,  AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE 
SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING  INSPECTION. 


3.     THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC 

NUISANCE  UNDER  THE  TERMS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND 
COUNTY  OF  SAN  FRANCISCO. 


THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH 
THE  FOLLOWING: 


1.  60  DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 

2.  30  DAYS  TO  MEET  CITY  PLANNING  &  OTHER  CITY  AGENCY  REQUIREMENTS. 

3.  30  DAYS,   THEREAFTER,   FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 

THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:     PURSUANT  TO  SECTION  203. (i)  OF  THE  SAN  FRANCISCO  BUILDING 
CODE,  THIS  ORDER  MAY  BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD. 
APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED  FROM  THE  ABATEMENT 
APPEALS  BOARD  AT  ROOM  250,   1390  MARKET  ST.    (554-8742),  AND  MUST  BE 
FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN   (10)   DAYS  OF  APRIL  13, 
1993 


FILE   (2)  -  JOHN  E.  CRIBBS 

OWNER  /  «^         DIRECTOR  OF  PUBLIC  WORKS 

BBI   (3)   (1  signed) 


City  and  County  of  Sari  Francisco 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


OTICE  OF  VIOLATION 


OF  THE  SAN  FRANCISCO  >iUNICIPAL  CODES  RENDERING 
HOUSING- TO  BE  SUBSTANDARD  (PER  SECTIONS  17274(b)(2) 
AND  24436.5(b)(2),  REVENUE  AND  TAXATION  CODE) 

Date:  ^  =gg^  / 

Property 


Address :  f^^^'^^W^i^ 

Assessor's  Block  Lot  l70 
Housing 

Inspector:  \ • 


Complete  Inspection  Repor 

TO  THE  PROPERTY  OWNER(S),  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING  ANY 
INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND  COUNTY  OF 
SAN  FRANCISCO: 

PLEASE  TAKE  NOTICE  that  the  above  described  premises  was  inspected  by 
inspector(s)  of  the  Bureau  of  Building  Inspection  of  the  Department  of  Public 
Works.    As  a  result  of  the  inspection^  conditions  were  found  to  exist  in  the 
premises,  as  more  particularly  described  in  the  complete  inspection  report. (s) 
attached  to  the  notice  of  violation  mailed  to  the  owner(s),  maintained  in  the 
premises  in  violation  of  the  provisions  of  the  San  Francisco  Municipal  Code 
dealing,  among  other  things,  with  housing,  building,  health,  and/or  safety. 
Based  upon  this  inspection,  the  Superintendent  has  determined  and  declares 
these  premises  to  be  substandard,  housing, 

ACCORDINGLY,  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING  INSPECTION  HEREBY 
ORDERS  the  owner(s)  of  the  above  described  substandard  property,  within  thirty 
(30)  days  to  make  application,  for  the  necessary  permits,  to  correct  the 
conditions-  in  the  premises  maintained  in  violation  of  the  Municipal  Code, 
thereafter  to  obtaia  permits  and  proceed  to  correct  the  conditions  diligently 
and  expeditiously,  and  to  complete  the  work  within  the  specified  time  on  the 
attached  Report(s). 

WARNING 

Sections  17274  and  24436.5  of  the  Revenue  and  Taxation  Code  provide, 
interalia,  that  a  taxpayer  who  derives  rental  income  from  housing  determined  by 
the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state 
or  local  codes  dealing  with  housing,  building,  health  and/or  safety,  cannot 
deduct  from  state  personal  income  tax  and  bank  and  corporate  income  tax, 
deductions  for  interest,  depreciation  or  taxes  attributable  to  such  substandard 
structure  where  the  substandard  conditions  are  not  corrected  within  six  (6) 
months  after  notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE 
NOTICE  THAT  THE  DATE  OF  THIS  NOTICE  OF  VIOLATION  MARKS  THE  BEGINNING  OF  THE  SIX 
MONTHS  PERIOD). 


(4151  558-  fi220 


45a  McAUirtar  Street,.  Rat^  301    San  Francisco  941 QZ-  4583 


Location 
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Safi  Francisco  Department  of  Public  Works 
BUREAU  OF  BUILDIHG  IKSPECTIOH 
OmSIOH  OF  AP>tRTMEKT  HOUSE 
AND  HOTEL  INSPECTIOK  REPORT 


Prepared  By. 


Owner, 


 !•  'Ij^  • 


HOUSING  INSPECTOR 

Sent. 


3~/ 


Address 


Ttie  (ollowtng  Hems  that  ire  circlet)  require  correction  In  accordance  witli  the  San  Francisco  Housing  Code  and/or  oilier  applicable  Codes  and  Ordinancet: 

1.  Repair/replace  broken  sidewalk/paving  at  front/rear/side  

2.  Remove  all  rubbish  from  yard/court/basement/cellar  


3.  Raise  foundation  and/or  lower  grade  using  approved  materials  and  mettiod  at. 

4.  install  approved  type  floor/deck,  yard  drain  at  

5.  Provide  gas  service  shuloff  in  


 _  747  PW 

.402-1006  HC 

 403  HC 

_402-507  HC 
 409  HC 


6.  Ratproof  ground  area  In  basement/cellar/under  stairs  

7.  Eliminate  rodent  and/or  cockroacti  infestation  on  premises  

8.  Clean  and  maintain  tiotel  room(s)  dwelling  unit(s)  in  a  sanitary  manner  at  

9.  Provide  legal  ventilation  for  furnace  room/water  heater  space/garage/under  floor  area/gas  meters  

10.  Provide/fireproof  garage/rear  yard  to  street  passageway/basement  ceiling  with  approved  fire  rated  materials. 
^Repair/provide  fireproofing  in  ^i^^^.^-L^^e^A^ 


12.  Provide  fire  sprinkler  system  In  garbage/linen  chute,  garbage/iinen  room,  storage  area  or  remove  storage, 

13.  Enclose  stairs  to  basement/ceilar  with  approved  materials  and  self-closing  doors  plans  req'd. 

14.  Eliminate  paint/hazardous  storage  In  


15.  Provide  approved  type  flues/connectors  for  gas  appliances  In. 

16.  Rebuild/repair  front/rear  stairway.  Provide  handrails  j  


.920PH-t02  HC 

 402  HC 

 402  HC 

 402-702  HC 

 414  HC 

 414  HC 

 903-905  HC 

 803  HC 

 411-705  HC 

 407  HC 


17.  Replace  all  broken  window  glass.  Repair  sash  and  reputty.  Check  &  repair  hardware  

18.  Repair  stucco/siding  on  _.  Renail  and  paint  exterior/trim. 

19.  Replace/repair  roofing.  Provide/repair  roof  gutters  for  drainage  and  connect  to  sewer  

20.  Remove/refauild/fireproof  roof  deck.  Provide/replace  defective  chimney /flue  caos  


21.  Provide/repair/replace/fireproot  stair  penthouse  door/closer.  Install  railing  around  ventshaft. 

22.  Provide  stairway /scuttle  hole  from  public  hallway/stair  to  roof  in  approved  location  

23.  Provide  approved  means  of  ventilation  for  stairway/public  halls/elevator  shaft  

24.  Enclose  interior  stalrway(s)  in  an  approved  manner  or  comply  with  item  25  


25.  Provi<Je  complete  fire  sprinkler  system  in  all  public  halis,  corridors,  stairways  per  plan 

26.  Install  approved  type  fire  doors/closers  to  basement/main  stair  enclosure 


2^Provide  stairway/fire  escape  for  second  means  of  egress  Op  ^  0\  U  t^Cj^^feM/K^j^rrfe  req'd. 
28.  Provide  corridor  to  fire  escape  at  front/rear/side  and  Install  directional  signs  


29.  Provide  approved  type  ladder/stair  from  lowest  fire  escape  balcony  to  ground,^  ^ 

^1?  Provide  approved  type  fire  extinguishers  in  public  halls  at  each  floor  arwUn  / t/g.C/to<^^/|gy  j 
31.  Remove  or  raise  all  wires,  ropes,  etc.  8  feet  above  roof  j!  


32.  Install  approved  type  fire  alarm  system/wet/dry  standpipe  as  directed  by  Fire  Dept. . 

33.  Repair/replace  loose  and  missing  plaster  In  


.402-403-802  HC 

  402-408  HC 

 408  HC 

 402-408  HC 

 403-712  HC 

 412-805  HC 

  805  HC 

 502-808  HC 

 807  HC 

  807  HC 

 803-806  HC 

 801  HC 

 801  HC 

 801  HC 

 904  HC 

 24.10  PC 

  901-907  HC 

 412  HC 


34.  Remove  lot  line  windows,  close  opening  in  an  approved  manner  (N  E  S  W)  wall. 

35.  Close  transom  openings  in  public  hall(s)  in  approved  manner  

36.  Provide  a  bath,  lavatory,  and  water  closet  within  each  apartment  

37.  Provide  additional  bath{s)/lavatory(ies)  on  

38.  Provide  additional  water  closet(s)  on  


.fioor(s). 


.floor(s). 


39.  Water-proof  bath/water  closet  compartment  floor(s)  with  approved  material(s)  on. 

40.  Provide  legal  light  and  ventilation  for  


41.  Remove  torn,  worn,  Insanitary  floor  covering  ln_ 
/^l^omply  with  attached  Heat/Hot  Water  Notice. 


.TABLE  5-A  BC 

 502  HC 

 402  HC 

_503  HC 

 503  HC 

 508  HC 

 402-501  HC 

 412  He 


^3.  Provide  separation  where  water  closet  compartment  opens  into  kitchen  in  

44.  Discontinue  use  and  remove  cooking  facilities  in  Illegal  community  kitchen  on. 

45.  Remove  and  cap  gas  lines  at  source  of  supply  for  stove/heater  in  


46.  Submit  plan  of  each  floor,  showing  correction  of  all  Items  listed  hereon. 

47.  Clean/paper  or  paint  walls  and  ceilings  in  


48.  Provide/replace  garbage  receptacles,  provide  tight-fitting  covers  

49.  Remove  cord  wiring  and  install  one  plug  receptacle  In  each  room  and  2  in  the  kltchen(s)_ 

50.  Remove/repair/and/or  replace  deteriorated/substandard  


51.  Fireproof  public  halls  and  soffit  of  stairs  with  approved  1  hour  fire  resistive  materials  details  req'd. 

52.  Fireproof  entire  building  with  approved  1  hour  fire  resistive  materials  and/or  sprinklers  throughout  

53.  Provide  1  hour  tire  separation  between  business  use  and  residential  use  

54.  Remove/close/fire  protect  closet  under  stairs  at  


55.  Comply  with  attached  Electrical  and/or  Plumbing  Report  L-l  

56.  Provide  and  maintain  adtiltional  usable  off  street  parking  spaces  and/or  City  Planning  requirements. 

57.  Replace  Insanitary  wood  drainboards  In  kitchens  on  


58.  Remove  all  non-conforming  partitions  and/or  construction  In. 

59.  Applicability  of  llem(s)  


.707.A/503  I.C  HC 

 503.1D  HC 

 503.1B  He 

 406  HC 

 302  BC 

 1001  HC 

 1004  HC 

 405-505  HC 

 ART  4HC 

 701  HC 

 701  HC 

 414  HC 

  802.d  HC 

 ART  4  HC 

 136  PC 

 402  HC 

 403  HC 


jof  earliest  dale  of  conversion-affidavits  attached.  (Submit  with  building  permit  application 
/m/ompllance  with  the  circled  items  will  establish  legality  of  the  structure  as  an  apt/kM»<  with 


61.  Item(s). 


_4l.<loors  of  occupancy,  w  comply  with  Itom  61.j 


depends  upon  date  of  conversion.  Submit  proof 
iinHs/Mfty 


105  HC 


.  do  not  apply  If  structure  Is  reverted  to  its  original/last  legal  use  as  an  apartment/hotel/ 

.units/rooms  on  floors  of  occupancy  or  copnptf=wttKltem  60. 

Comply  with  attached:  97.  Energy  Insp  Form  98.  Security  Checklist  99.  Smoke  &  Heat  Ord.       (  ^  (} 


dwelling  with. 


.105  HC 


OFFICE  HOURS: 

8  TO  9  A.M. 
4  TO  5  P.M. 


DEPARTMENT  OF  PUBLIC  WORKS     "  ' 
BUREAU  OF  BUILDING  INSPECTION 
DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTIONS 

Room  302,  450  McAllister 
San  Francisco,  California  94102-4583 


PHONE: 

558-6220 


HEAT/HOT  WATER  NOTICE 


DATE 


(1-  ■ 


LOCATION  ^^(4^ 


BLOCK 


LOT 


[X?  CT  -L^ 


ABOVE  PREMISES  OWNED,  CONTROLLED  OR  OCCUPIED  BY  YOU  ARE  IN  VIOLATION  OF  THE  SAN  FRANCISCO  HOUSING  CODE, 
vID  YOU  ARE  HEREBY  ORDERED  TO  COMPLY  WITH  THE  FOLLOWING: 


□ 


□ 
□ 
□ 
□ 

□ 

□ 


□ 


1.  Provide  heat  to  each  occupied  hobitable  room  for  13  hours  between  the  hours  of 
5:00  A.M.  and  1 1:00  A.M.  and  between  the  hours  of  3:00  P.M.  and  10:00  P.M.  capable 
of  maintaining  a  minimum  room  temperature  of  68  degrees  Fahrenheit  (20  degrees 
Centigrade). 

,  707. A  HC 

Provide/ repair/ relocate  locking  or  non-tamperable  temperature-sensing  device  with 
a  +/-  1  degree  Fahrenheit  (.8  degree  Centigrade)  tolerance,  centrally  located 
within  the  building  in  a  habitable  room  to  which  heat  is  provided^hether  occupied  or 
unoccupied  ^Jtgf-jJj^j-ljiB^^^bS-S&fiHft^  -^Pigi^&'S'e^ifkp&'-^CHftSQ^^iSifiS'^  This  device  shall 
maintain  the  required  minimum  room  temperature  of  68  degrees  Fahrenheit  at  a 
point  three  feet  above  the  floor. 

707.A  HC 

3.  Install  a  timeclock  at  or  near  the  heating  source  to  control  the  heating  system. 

707.A  HC 

4.  Set  the  timeclock  to  provide  the  required  amount  and  hours  of  heat  (see  item  one). 

707.A  HC 

5.  Remotely  located  switches  which  override  the  timeclock  operation  are  prohibited. 

707.A  HC 

6.  Provide  showerheads  which  allow  no  more  than  a  3  gallon-per-minute  flow. 
Showerheads  of  the  ball-joint  type  that  cannot  easily  be  removed  from  the  wall  without 
structural  alteration  are  exempt  from  this  requirement. 

503. l.C  HC 

7.  Provide,  to  the  apartment  house  or  hotel,  water  heated  to  a  minimum  temperature  of 
105  degrees  Fahrenheit  (41  degrees  Centigrade)  and  a  maximum  of  120  degrees 
Fahrenheit  (49  degrees  Centigrade)  at  the  hot  water  taps. 

503.1.CHC 

8.  Provide,  for  each  building,  4  gallons  of  hot  water  storage  capacity  per  guest  room 
and  8  gallons  of  hot  water  storage  capacity  per  dwelling  unit.  Storage  capacity/ 
recovery  rate  may  be  varied  as  long  as  compliance  with  current  ASHRAE  standards 
is  maintained. 

503. l.C  HC 


Oth 


er 


IE  ABOVE  ORDERS  MUST  BE  COMPLIED  WITH  WITHIN  

"THE  ISSUANCE  OF  A  CITATION  REQUIRING  COURT  APPEARANCE. 


,  DAYS.  FAILURE  TO  COMPLY  WITH  SEC.  707.A  HC  MAY  RESULT 


Housing  /<*spector  T 


San  Francisco  Department  of  Pubhu  Works 
BoreaU  of  Building  Inspectioh 


Office:  

Telephone: 


Address. 
Owner  


ELECTRICAL  INSPECTION  REPORT 

 ■   File  No. 


Date  of  Inspection. 


Electrical  Inspector: 
Building  Inspector:  _ 


Obtain  permit  before  starting  work. 

fTrsTbEEN  issued.  PERFORMED  UNTIL  OR  UNLESSXrulLDTRSTrmTTTlTAS 


^    Hazardous  wiring  is  in  evidence  and  shall  be  removed  or  corrected  (EC  Sec.  3)  fT^A^^O'^Ao  O 


(1)   Fuses  being  used  in  branch  circuits  are  oversized    EC  ^pp  I7a    -xnu  r,-,^  . 

proper  size.  e  oversized.  bC  Sec.  37a,  37b.  37c,  37d.   Install  'Type  S"  non-tamperable  fuses  of 

0    Lighting  fixture(s)  and  out!et(s)  T^/i^OU  ^S-'VocT 

(defective,  (missing,.  EC  Sec.  4.  ^^^l^^^^^l^^^^^^^ 

5.    Every  room  with  running  water  shall  have  (a,  wall  switch(es,  to  control  lighting  outlets.  HC  505. 


^    Electrical  appliances  are  plugged  into  lighting  outlets  (in,  (at, 
37b  37r 


37b,  37c.  Remove  appliance  or  install  approved  plug  receptabl7^;;;^;7^~7;;;7i^^ 


.  EC  Sec.  37a, 


8.    Open  bare  wiring  at  fuse  panel  boards  to  be  enclosed  "Dead  Front".  EC  Sec.  3. 


^  P.;"5Sl£l;gh^  'east  two  ,2,  electrical 

loca-«-  __Pu^utlets  shall  be  wired  to  an  approved  "utility 


..  EC  Sec.  36, 


10.  (Outlet,  (junction  box,  (panel,  coverfs,  (is)  (are,  missing.^  

37.  Install  missing  cover(s,.  "  '  

1 1 .  Provide  egress  lighting  as  per  Building  Inspector's  report. 

12.  Inspection  of 

expose  Item,  regui.inj  maintenance  ,„d/or  rep.l,.  HC  3or' "™  '"^  in-enljalion  may 


Cf-A.  /r-A  /      TTTTTT     ~~  V 


T'/s         .^TTT^!    H  ~       '  ^ —  


i 


EL  55.01-7t 


San  Francisco  Department  of  Publk  orks 
Bureau  of  Building  Inspection 


Office  Hours: 


Office: 


,  8:30  AM  -  4  to  5  PM 


Telephone:. 


Address. 


PLUMBING  INSPECTION  REPORT 

 Building  Inspector: 


Inspected  on : 


 Plumbing  Impector: 


The  following  items  that  are  checked  require  correction  in  accordance  with  the  San  Franciico  Plumbing  Code  and/or  the  San 
Francisco  Housing  Code  or  other  applicable  codes  and  ordinances. 

PLUMBING 

  1.  Repair/replace  defective  tr^ps,  waste  piping,  sewer  piping,  vent  piping,  roof  leader,  air  inlet  cover,  plumbing  fix- 
tures. 

  2.   Provide  waste/vent  piping./Bttings  of  proper  size,  material. 

  3.   Extend  fixture  vents  to  the  roof. 

  4.   Properly  secure,  grade,  cap  waste/sewer  pipe  lines. 

  5.   Prof)erly  connect  roof  leader(s)  to  sewer. 

  6.   Provide  sewer  trap  and  fresh  air  inlet. 

  7.  Provide  required  area  drain. 

  8.  Provide  trap  to  serve  fixture. 

WATER 

  9.  Repair/replace  water  piping /fittings  found  to  be  defective,  undersized,  improperly /instaUcd/sccurcd. 

 10.  Remove  cross  connection,  non-conforming  piping  and  cap  at  source. 

 11.  Install  approved  water  pipe  service  valve,  fittings,  air  chambers. 

 1 2.  Install  fire  sprinklers  as  required  by  building  inspector. 

GAS 

 13.  Remove /replace  gas  piping/gas  fittings  found  to  be  defective,  of  improper  material,  undersize. 

 14.  Provide  approved  gas  control  valve,  drips  in  gas  piping 

 15.  Install  gas  appliance  vent  having  the  required  grade  to  the  flue,  size,  distance  from  combustible  surfaces. 

 16.  Install  gas  appliance  vent  of  approved  material,  properly  secured,  extec  'cd  above  roof. 

 17.  Remove  unapproved  gas  appliance,  piping  and  cap  line  at  source. 

 18.  Other  deficiencies. 

 19.  Recommended  improvements. 

Location  and  extent  of  items  checked  above: 


The  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  violations  wliich  may  be  concealed  and 
become  evident  when  work  is  begun.  The  recommended  improvements  noted  are  not  code  requirements  but  are  provided  for  your 
assistance  In  upgrading  your  building. 

Please  contact  the  inspector  who  prepared  this  report  if  you  have  any  questions  concerning  the  required  work.  NOTE:  Installation  and 
repair  is  to  be  done  in  a  workmanlike  manner  under  permit.  Permits  required:  M  Plumbing   O  Building. 
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ALENDAR: 


BUILDING  INSPECTION  COMMISSION 

Sitting  as  th/XBATEMENT  APPEALS  BOARD 

NOTICE  OF  MEETING:  Tuesday,  J^arch  21,  1995,  at  4:00  p.m. 

in  Room  2001  of  1660  Mission  Street,JSan  Francisco^ California  94103-2414 

QQC  IMCTMTq  DEPT. 

MAR  1  7  1995 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


FOR  TfflS  MEETING  OF  THE  ABATEMENT  APPEALS  BOARD -and  until  such  time  as  a  policy  is  formally 
adopted,— it  is  the  interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  &  County  of  San  Francisco 
that,  at  the  point  so  designated  as  Public  Comment  on  the  following  Calendar,  members  of  the  public  may  address 
the  Board  on  items  of  interest  to  the  public  that  are  within  the  subject  matter  jurisdication  of  the  Board-excepting 
calendar  items.  With  respect  to  calendar  items,  the  public's  opportunity  to  address  the  Board  will  be  afforded  when 
the  item  is  reached  in  the  meeting.  Each  member  of  the  pubUc  may  address  the  Board  for  up  to  three  minutes.  If  it  is 
demonstrated  that  comments  by  the  public  will  exceed  15  minutes,  the  chairperson  may  continue  Public  Comment  to 
another  time  during  the  meeting. 

Please  see  attachment  for  the  Commission's  interim  cooperative  intent  on  accessibility  to  its  meetings. 


A.  CALL  TO  ORDER  and  ROLL  CALL: 

Commissioners:  [  ]  Buscovich,  [  ]  Davis,  [  ]  Hansen,  [  ]  Hood,  [  ]  Guinnane,  [  ]  Sanbonmatsu,  [  ] 
Vasquez. 


B.  OATH:  All  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right  hands  and  be  sworn. 


C.  APPEAL(S)  CONTINUED  FROM  PREVIOUS  HEARING(S):  Order  of  Abatement:  None 

CASE  NO.  6599:  27-29  Chenery  Street  [see  attached  pages  1-18] 

Owner  of  Record:       Lourdes  DelRosario,  P.O.  Box  3032,  Daly  City  94015 

c/o  Joseph  Bravo,  100  Bush  Street,  Suite  925,  San  Francisco,  CA  94104 

Appellants  Request:    a  Life  Time  Moratorium  to  the  Director's  Order  of  Abatement. 

DETERMINATION  &  PROVISION(S):   


Building  Inspection  Commission  sitting  as  ABATEMENT  APPEALS  BOARD  -  Meeting  of  3-21-95    -    Page  2  of  3 

CASE  NO.  6600:  2614  Buchanan  Street    [see  attached  pages  19  -  34F] 

Owner  of  Record:  Adams,  John  C.  &  Gregory,  2614  Buchanan  St,  #3,  San  Francisco,  CA  941 15 

c/o  Janis  Piatt,  2614  Buchanan  St.,  #2,  San  Francisco,  CA  94115 

Appellants  Request:         Revoke  Order  of  Abatement  No.  161,675  and  waive  plumbing  and  electrical  reports 

of  Notice  of  Violation  dated  March  1,  1989. 

DETERMINATION  &  PROVISION(S):  


D.   NEW  APPEAL(S):  Order  of  Abatement 

None. 


E.   REHEARING(S):  Order  of  Abatement 
None. 


F.    FRANCHISE  TAX  BOARD  CASES: 
None. 


G.  PUBLIC  COMMENT  [refer  to  lead  note  at  the  head  of  this  Calendar]. 


H.  ADJOURNMENT. 


BN/ml 

Department  of  Building  Inspection      -      1660  Mission  Street,  San  Francisco,  California  94103-2414     -  415-558-6466 
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cc:       AAB  Commissioners 

Secretary  for  Commissioners 
Director,  DEI 
Acting  Secretary,  DBI 
Acting  Manager,  HIS 
CED  Hearing  Officer 
Chief,  BID 
City  Attorney 
City  Planning 
CED  Record  Clerk 

F*ublic  Library,  do  Government  Documents  Dep'L 
FUe  (2) 
Agenda  Only: 

Board  of  Permit  Appeals,  City  Hall 

SF  Fire  Department 

SF  Public  Health  Dep't.  -  Rm.  217 

Posting  Copy 


(P:mld\32195-aab) 


SEE  ATTACHED  SHEET  FOR  INFORMATION  CONCERNING  ACCESSBR^ITY  TO  MEETINGS. 


Department  of  Building  Inspection      -      1660  Mission  Street,  San  Francisco,  California  94103-2414     -  415-558-6466 


ACCESSIBLE  MEETING  INFORMATION 


To  allow  individuals  with  environmental  sensitivity  to  attend  the  meeting,  attendees  are  requested  to  refrain  from 
wearing  perfume  or  other  scented  products. 


The  meeting  will  be  held  at  1660  Mission  Street,  Room  2001.  The  nearest  BART  station  is  the  16th  Street  Mission 
Street  Station. 

Accessible  MUNl/Metro  lines  servicing  this  location  are  the  J,  K,  L,  M  and  N  which  stop  at  Van  Ness  Avenue  and 
Market  Street,  and  the  14  Mission,  12  Ocean  bus  lines,  which  stops  at  the  comer  of  South  Van  Ness  Avenue  and 
Mission  Street.  For  information  about  MUNI  accessible  services  call  (415)  923-6142. 


Accessible  parking  is  available  in  the  1660  Mission  Street  S.F.  Permit  Center  parking  lot  located  at  the  Otis  Street 
Entrance. 


Accessible  seating  for  persons  with  disabiUties  (including  those  using  wheelchairs)  will  be  available. 


A  sound  enhancement  system  will  be  available  upon  request.  Please  contact  Maureen  Hogan  at  (415)  558-6006 
at  least  72  hours  in  advance  of  the  meeting. 


A  sign  language  interpreter  will  be  available  upon  request.  Please  contact:  Maureen  Hogan  at  (415)  558-6006 
at  least  72  hours  in  advance  of  the  meeting. 


Minutes  of  the  meeting  are  available  in  large  print/tape  form  and/or  readers  upon  request.  If  you  require  use  of  a 
reader,  please  contact  Maureen  Hogan  at  (415)  558-6006  at  least  72  hours  in  advance  of  the  meeting  to  request 
this  service. 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


NOTICE  OF  CONTINUED  AAB/FTB  HEARING 


Date: 


MARCH  13,  1995 


Appellant's  Name(s)  &  Mailing  Address: 

Lourdes  del  Rosaxio 

P.  O.  Box  3032 

Daly  City,  CA  94015 


Nature  of  Appeal: 

[X]       Director's  Order 

[  ]       Franchise  Tax  Board  Notices 

[  ]  Other  


PROPERTY  ADDRESS  27  Chenerv  street 
BLOCK       6657   LOT  034 


APPEAL  NO.  6599 


Source  Code  DIO 


INSPECTOR      Robert  Noelke 


Dear  AppeUant(s): 

The  Hearing  before  the  Abatement  Appeals  Board  regarding  the  property  at  the  location 
shown  above  has  been  CONTINUED  until        Tuesday,  March  21,  1995  


at  4:00  p.m.  in  Room  2001  at  1660  Mission  Street,  San  Francisco. 

The  Owner(s)  of  Record  designated  above  and/or  representative(s)  is/are  hereby  notified 
to  appear. 


cc:     Joseph  Bravo 

100  Bush  St.  ,Ste  925 
San  Francisco,  CA  94104 


Very  truly  yours, 

Sean  McNulty 
Acting  Secretary 
Abatement  Appeals  Board 


*    Original  Notice  of  Continued  Hearing  is  sent  to  Appellant 
and  a  copy  is  sent  to  Appellant's  Agent. 

(415)  558-6454  1660  Mission  Street.  6th  Floor,  San  Francisco,  CA  94103  (p:\mld\aab-hrgc) 
(415)  558-6220 
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DEPARTMENT  OF  BUILDING  INSPECTION 


ABATEMENT   APPEALS  BOARD 
Office  of  the  Secretary 

1660  Mission  Street,  6th  Floor,  San  Francisco,  California  94103-2414 
Telephone  (415)  558-6454 


NOTICE     OF  DECISION 


Nature  of  Appeal 

[  xl      Director's  Order 
[  ]      Franchise  Tax  Board 


[x] 

[  ] 


Present 
Absent 


\ppellant: ' 

Joseph  Bravo,  Esq. 


100  Bush  Street.  Suite  925 
San  Francisco,  CA  94104 


Property  Address: 


27-29  Chenery  Street 


Block  6657 


Lot  34 


Hearing  Date     February  21.   199  5 

Appeal  Number  6599  


Inspector      Me  Kenzie 


Abatement  apeals  board  decision: 


Continue  case  for  thirty  (30)  days. 


Sean  McNulty 
Acting  Secretary 

lEHEARING:         Pursuant  to  sec.  203(t)7  of  the  San  Francisco  Building  Code,  the  Abatement  Appeals  Board  may 

rehear  an  appeal  upon  which  a  Decision  has  been  rendered,  provided  a  request  for  a  rehearing  has 
been  made  in  writing  within  ten  (10)  days  of  the  date  of  the  decision.  Decision  rendered  by  the 
Board  at  that  time  will  be  final.  Obtain  rehearing  request  form  at  1660  Mission  Street,  6th  Floor, 
San  Francisco,  CA  94103. 

ATE  MAILED:  February  27,  1995  ' 


>:\mld\aabdecfo]2-23-95 
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CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT     APPEALS  BOARD 


NOTICE  OF  AAB/FTB  HEARING 


Date:       February  10,  1995  Nature  of  Appeal: 

[x]      Director's  Order 
Appellant's  Name  &  Mailing  Address:  [  ]      Franchise  Tax  Board  Notices 

[  ]  Other   

PROPERTY  ADDRESS     7.1  rht^nery  street 
BLOCK  6657  LOT  034 

APPEAL  NO.     ^^^^  Source  Code 


INSPECTOR  wn^iVf>  

Dear  Appellant 

This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 

 November  4,  1994  ,  will  be  heard  by  the  Board  at  4:00  p.m.  on 

February  21,  1995,  Tuesday  Room  2001,  1660  Mission  St,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the  Department 
of  Building  Inspection,  1660  Mission  Street,  6th  Floor,  San  Francisco,  CA    94103  or  call 
(415)  558-6466.   Please  bring  any  docimients  and  information  that  may  support  your  appeal  such  as 
contracts,  pennits,  etc.    Failure  to  be  represented  will  constitute  an  automatic  denial. 

You  are  entitled  to  ^pear  personally  with  your  witnesses,  if  any,  and  to  have  with  you 
counsel  of  your  choice. 

cc :     Joseph  Bravo ,  Esq . 

100  Bush  St.,  Ste.  925 
San  Francisco,  CA  94104 


& 

Original  Notice  of  Hearing  is  sent  to  Appellant 
and  a  copy  is  sent  to  Appellant's  agent. 

(415)  558-6454      1660  Mission  Street,  6th  Floor,  San  Francisco,  CA    94103  (p:\mld\aab-hrg) 


Lourdes  del  Rosario 

P.  O.  Box  3032 

Daly  City,  CA  94015 


Very  truly  yours, 

Sean  McNulty,  Secretary 
Abatement  Appeals  Board 


r 


APPEAL  FILING 

RIe  Appeal  with 
Abatement  appeals  Board 

1550  Mission  Street 
San  Francsco,  CA  94103 
Tel.  No.  558-5454 


FlUNG  FEE 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CTTY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


LOURDES  KPEILLO   Appeal  Number  />"f; 

Appellant 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  11,  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  pubKc  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on  October  19.   1994  . 

(2)  The  affected  premises  are  located  at      27-29  Chenery  Street  , 

San  Francisco.  They  contain  ^  dweUing  units  and  rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


See  attached  brief 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  bv  this  board. 


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above       agent  . 

(6)  The  official  address  of  the  undersigned  is:  . 
 Joseph  K.  Bravo,  Esq 


100  Bush  Street,  Ste  #925 
San  Francisco,   CA  94104 


Tel.  No.  415/394-6300 


November  28,   1994  ^<1.  / 


Date  Filed  Signature 'tPrint  Name  Below) 

/oseph  K.   Bravo,  Esq 

File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street,  6th- Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 
mi/AAB-Form 
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Joseph  K.   Bravo,  Esq. 
BRAVO  Sc  MARGULIES 
100  Bush  Street,    Suite  925 
San  Francisco,   CA  94104 
Telephone:      (415)  394-6300 
Facsimile:      (415)  394-0340 

Attorneys  for  Defendants 


No.  107-646 


BEFORE  THE  BOARD  OF  ABATEMENT  APPEALS 
IN  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

ORDER  NO.    167  072 


IN  RE; 
OWNER: 


2  7  CHENERY  STREET 
LOURDES  KURRILLO 


APPEAL  AFTER  DIRECTOR'S 
HEARING 


1.       Owner,   appellant,   Lourdes  Kurillo,   hereby  appeals  the 
decision  following  the  Director's  Hearing  of  October  19,  1994 
regarding  the  property  otherwise  known  as  27-29  Chenery  Street. 
THE  DIRECTOR'S  HEARING  WAS  PREMATURE 


2.       The  first  basis  for  appeal  is  that  the  Bureau  of  Building 
Inspection  staff  had  previously  agreed  to  postpone  the  October  19 
hearing  until  owner  and  appellant's  counsel  could  have  an 
opportunity  to  meet  with  Mr.  Bernie  Tom  to  try  and  resolve  the 
dispute  in  this  case.   ,  That  meeting  was  originally  scheduled  for 
October  13,    1994  at  the  subject  property. 

After  a  two  hour  wait  at  the  property  on  October  13,  1994, 
appellant's  counsel  telephoned  Mr.  Tom  and  learned  that  Mr.  Tom 
had  scheduled  the  appointment  for  the  next  day.     Because  of  the 
inability  to  schedule  a  meet^g  prior  the  director's  hearing  on 
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October  19,   Mr.   Tom  agreed  with  a  postponement  of  the  Director's 
Hearing  until  we  had  an  opportunity  to  meet.     This  postponement 
was  confirmed  with  Mr.   Robert  Noelke  on  the  telephone. 
4.       Appellant  did  not  learn  that  the  director's  hearing  had  taken 
place  until  she  was  informed  of  the  pending  decision,   which  she 
received  in  the  mail. 

THERE  HAS  BEEN  NO  UNLAWFUL  CONVERSION 


5.  As  for  the  merits  of  the  department's  contention,  appellant 
maintains  that  she  is  not  in  violation  of  applicable  zoning  laws 
regarding  her  property.     There  are  currently  two  structures  on  the 
lot:    (1)   a  main  house  with  two  kitchens  and  two  dwelling  units- - 
one  upstairs,   and  one  downstairs;   and   (2)   a  smaller  dwelling  unit 
recently  built  with  proper  permits.     Appellant  maintains  that  the 
main  house  has  always  legally  been  maintained  as  two  separate 
dwelling  units.     In  1986,   appellant  added  the  smaller,  third 
dwelling  unit,  by  consructing  a  separate  structure  on  the  lot. 
This  third  dwelling  unit  was  added  with  proper  permits. 

6.  The  City's  position  is  stated  in  the  Zoning  Administrator's 
letter  of  February  19,  1991.  There,  the  Zoning  Adminstrator  has 
indicated  that  the  subject  property  has  always  been  permitted  to 
be  no  more  than  two  legal  dwelling  units  and  that  there  is  no 
provision  for  a  third  dwelling  unit  on  the  property.  The  Zoning 
Administrator  has  also  taken  the  position  that  the  main  house  may 
be  maintained  as  no  more  than  one  dwelling  unit. 

Appellant  maintains  that  the  main  house  has  always  been  built 
and  maintained  as  two  separate  units.  Contrary  to  the  implication 
of  the  Zoning  Administrator,  appellant  never  installed  a  new 
kitchen  in  the  main  house.  The  true  facts  are  that  appellant 
merely  rearranged  the  downstairs  kitchen- -but  the  rearranged 
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downstairs  kitchen  already  existed  legally. 

7.  The  third  separate  dwelling  unit  was  built  as  a  separate 
structure  on  the  property  with  specific  City  approval.  The 
addition  of  that  third  legal  unit  is  what  has  apparently  triggered 
the  notion  that  appellant  violated  zoning  laws  by  adding  a  third 
unit;   however/   that  unit  was  added  with  City  approval. 

8.  Appellant  contends  that  the  City  is  estopped  from  now 
demanding  that  she  submit  revised  plans  for  the  main  house  to 
convert  it  back  to  one  unit--or  connect  the  upstairs  and 
downstairs  portions  of  the  main  house  with  the  newly  added 
dwelling  unit  so  that  the  two  structures  constitute  two  dwelling 
units.       Appellant  has  complied  with  all  applicable  laws   for  the 
remodeling  of  her  property  at  each  step  of  the  way.     She  cannot 
now  be  faulted  for  non-compliance  when  she  sought  and  obtained 
approval  from  the  City  for  the  improvements  she  made. 

9.  Appellant  reminds  this  Board  that  appellant  is  a  bed  ridden 
paraplegic,  who  lives  at  27  Chenery  Street  day  in  and  day  out. 
Requiring  appellant  to  comply  with  a  directive  that  has  no  merit 
would  work  an  unfairness  and  a  denial  of  her  rights  of  due 
process. 

10.  For  all  the  above  reasons,   appellant  respectfully  requests 
that  the . appealed  from  order  be  overruled  and  that  she  be 
permitted  to  maintain  her  property  at  27  Chenery  Street  in  its 
present  condition. 

11.  Appellant  also  requests  an  opportunity  to  supplement  the 
record  in  this  case  with  additional  documentation  prior  the 
hearing  of  this  appeal. 
LIFETIME  MORATORIUM 


12.     Appellant  requests,   in  the  alternative  that  she  be  granted  a 
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life  time  moratorium  for  the  current  use  of  the  property,  puruant 
to  section  203  of  the  Building  Code.     Appellant  contends  that 
there  are  no  life  safety  hazards  in  the  main  house.  More 
specifically,   there  are  at  least  two  exits.       Under  the 
circumstances  of  appellant's  owner  occupancy,  her  hardship 
conditions,  a  life  time  moratorium  would  be  appropriate. 

Respectfully  submitted, 

Joseph  K.   Bravo,  Attorney  for  Appellant 
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rot  Public  Works 

If 


ADDRESS:     27  CHENERY  STREET 
BLOCK:        6657  LOT:  03A 

SEQ:  01  CASE:  DIO 


DELROSARIO,  LOURDES 
P.  0.  BOX  3032 
DALY  CITY,  CA  94015 


Office  of  The  Director 

John  E.  Cribbs 
Director 


APPEAL  FILING 

File  Appeal  wth 
Abatemeni  Appeals  Board 

1550  Mission  Street 
San  Francisco,  CA  94103 
Tel.  No.  558-6454 


FILING 


FEE:  S^V.-^y 


OVTNER'S  NAl^IE: 
DELROSARIO,  LOURDES 


ORDER  OF  ABATEMENT  UNDER  SECTION  203-203. R  OF  THE  BUILDING  CODE 

ORDER  NO.  167,482" 

HEARING  OF  THE  COMPLAINT  OF  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING 
INSPECTION  ON  FILE  IN  THE  OFFICE  OF  THE  DIRECTOR  OF  PUBLIC  WORKS  AGAINST  THE 
PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  OCTOBER  19,   1994  IN 
ACCORDANCE  WITH  DPW  HEARING  ORDER  NO.   167,072.   THE  HEARING  WAS  CONDUCTED  BY  A 
REPRESENTATIVE  OF  THE  DIRECTOR.     THE  OWNER  WAS  NOT  REPRESENTED. 

EASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,   THE  DIRECTOR  FINDS  ANT) 
DETERMINES  AS  FOLLOWS:  . 

1.  THAT  NOTICE  HAS  BEEN  DL^LY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE 
DIRECTOR,  AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  SUPERINTENDENT 
OF  THE  BUREAU  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER 
THE  TERKS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  JlEREBY  ORDERS  THAT  WITHIN  30    DAYS  OF  THE  DATE  OF  THIS  ORDER,  THE 
OWNER  OR  HIS -REPRESENTATIVE  SHALL  HAVE  ISSUED  TO  HIM  A  PERMIT  AND  COMPLETE  THE 
WORK  NECESSARY  TO  BRING  SAID  BUILDING  INTO  CONFORMANCE  WITH  THE  SAN  FRANCISCO 
BUILDING  CODE  AND  REIMBURSE  THE  BUREAU  OF  BUILDING  INSPECTION  FOR  ABATEMENT 
COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES.     THE  TIME  PERIOD  SHALL 
COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:     PURSUANT  TO  SECTION  203. (i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS 
ORDER  MAY  BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.     APPEALS  MUST  BE  IN 
WRITING  ON  FORMS  OBTAINED  FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST. 
6th  FL.,   94103   (558-6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD 
WITHIN  TEN  (10)  DAYS  OF  NOVEMBER  15,  1994. 


FILE  (2)  //JOHN  E.  CRIBBS 

OWNER    ■  //  DIRECTOR  OF  PUBLIC  WORKS 

PCD  (5) 

APPROVED:      OCTOFFK   ]9,    i 994 


ZWy  and  County  of  San  Francisco 


Department  of  Public  Works 
Bureau  of  Building  Inspection 

CODE    ENFORCEMENT  DIVISION 


DATE  : 

PROPERTY  ADDRESS: 
27    CHENERY  ST 
BLOCK:    6657      LOT:  03^ 
SE2:    0  1    CASE:  DIO 


DELROSARIO  LOURDES 
P   0   BOX  3032 
DALY   CITY  CA 


940  15 


OWNER'S  NAME: 
DELROSARIO  LOURDES 

INSPECTOR:   


DISTRICT:  38A 


CT :    2  18 


NOTICE  OF  CONTINUED  HEARING 
ORDER  NO.  167072 


Hearing  of  the  Complaint  of  the  Superintendent  of  the  Bureau  of 
Building  Inspection  on  file  in  the  Office  of  the  Director  of  Public 
Works   against  the  property  at  the  location  shown  above  has  been 
CONTINUED  until  Wednesday,    10/19/94,    at    10:00   A.M.    in  Room  282, 
City  Hall,    San  Francisco. 

The  Owner  of  Record,    designated  above,    is   hereby  notified   to  appear 


E.    Cribbs ,  Director 
;partment  of  Public  Works 


(415  )S58-6MS4 


38A-P63-P63-003 
1660   MISSION  ST.,    6TH   FLOOR,    SAN  FRANCISCO,    CA  94103 


ecu'.  7^-/!    He        ^"^^  .  H  ( 


San  Francisco,  CA  94102 


450  McAllister  Street 


AOMINlSTRATKM 
HIS)  $58-6414 

CITY  PLANNING  COMMISSION 
(415)  5S8-6414 

PLANS  AND  PROGRAMS 
(41S)  SSS-6264 


This  is  in  response  to  the  February  6,  1991  letter  from  your  niece,  Ms. 
Toni  Muscovitch,  to  David  Lindsay  of  our  Violation  Abatement  Section.    I  would 
like  to  address  the  various  points  raised  in  Ms.  Muscovitch 's  letter. 

We  are  certainly  sympathetic  to  your  healt±  problems,  and  are  prepared  to 
make  some  allowance  with  regard  to  the  time  within  which  you  are  required  to 
submit  revised  plans.    Please  note  that  we  were  not  requiring  you  to  alter  the 
building  within  thirty  days;  we  were  requesting  you  to  submit  revised  floor 
plans . 

With  regard  to  your  statement  that  City  records  establishing  the  legality 
of  the  ground  floor  apartment  have  been  lost,  I  am  advised  by  Mr.  Lindsay  that 
the  City's  records  for  the  property  appear  to  be  conplete.    All  records 
support  this  Department's  position  that  the  legal  use  of  the  property  is  two 
dwelling  units  -  tJne  irain  house  being  one  dwelling  unit  and  the  rear  addition 
being  the  secOTd  dwelling  unit.    None  of  the  City's  records  support  the 
legality  of  the  ground  floor  apartment. 

Ms.  Muscovitch  has  advised  us  that  for  healt±  reasons,  you  will  need  to 
live  in  the  ground  floor  of  the  building.    As  we  indicated  in  our  Notice  dated 
January  4,  1991,  the  location  of  your  property  in  an  RH-2  zoning  district 
(House,  Two-Family)  and  the  size  of  your  lot  do  not  permit  the  creation  of  a 
third  dwelling  unit  in  the  ground- floor.    However,  if  you  wish  to  establish 
the  ground  floor  rooms  as  a  legal  floor  of  occupancy,  retaining  the  ground 
floor  kitchen  and  bathroom,  you  will  need  to  revise  your  floor  plans  so  that 
tJie  ground  floor  of  the  main  house  and  the  ground  floor  of  the  rear  apartment 
becone  one  dwelling  unit,  and  the  upper  two  floors  of  the  nain  house  and  the 
upper  floor  of  the  rear  apartment  becane  t±>e  second  dwelling  unit,  as  follows: 


IMPLEMENTATION  /  ZONING 
(415)  558-6377 


February  19,  1991 


Mrs.  Lourdes  Kurilo 

29  Chenery  Street 

San  Francisco,  CA  94131 


Dear  Mrs.  Kurilo: 


Re:  29  Chenery  Street 

Building  Permit  Application  No.  9005366 


February  19,  1991 
Mrs.  Lourdes  Kurilo 
Re:  29  Chenery  Street 
Page  2 


1)  Show  the  creation  of  an  interior    connection  between  the  ground  floor 
rooms  of  the  main  house  and  the  ground  floor  of  the  rear  addition  as 
per  the  attached  copy  of  the  plan  ( 1 ) . 

2)  Indicate  the  reinoval  of  the  kitchen  cabinets,  fixtures  and  utilities 
from  the  ground  floor  of  the  rear  addition,  per  the  attached  copy  of 
the  plan  (2). 

3)  Show  the  creation  of  a  connection  between  the  first  floor  kitchen  in 
the  main  house  and  the  first  floor  of  the  rear  addition.    Tnis  may  be 
done  by  adding  stairs  into  the  rear  addition  from  the  existing  stair 
landing  per  the  attached  copy  of  the  plan  (3A).    Alternatively,  you 
may  propose  to  change  the  configuration  of  the  rear  first  floor 
bathroom  and  show  a  door  connecting  the  kitchen  and  first  floor  of 
the  rear  addition  (3B). 

4)  Indicate  the  removal  of  the  stairs  connecting  the  two  floors  of  the 
rear  addition,  per  the  attached  copy  of  the  plan  (4). 

In  order  to  clarify  the  existing  layout  of  the  units,  David  Lindsay  will 
be  contacting  you  shortly  to  arrange  an  inspection  of  the  property.    In  the 
meantime,  if  you  have  any  questions,  please  contact  him  at  558-6393. 


RWP/all/273 
Attachments 

cc:  Pat  McKenzie,  HID 

cc:  John  Singleton,  BID 

cc:  Wing  Lau,  CSD 

cc:  J.  Hutchinson,  PSD 

cc:  Ms,  Toni  Muscovite^ 

1927  Garden  Meadow  Avenue 
Fairfield,  CA  94533 


Very  truly  yours 


Robert  W.  Passmore 
Assistant  Director  of 
Planning  -  Iiiplementation 
(Zoning  Administrator) 
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City  and  County  of  San  Francisco 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


NOTICE  OF  VIOLATION 

OF  THE  SAN  FRANCISCO  MUNICIPAL  CODES  RENDERING 
HOUSING  TO  BE  SUBSTANDARD  (PER  SBCTTCNS  17274   (b)  (2) 
AND  24436.5(b)  (2),  REVENUE  AND  TAXATICN  CCOE) 


Date:   

Property  . 
Address:      2-?->^^  CJ/t^^ 

Assessor's  Block  6<^^"7^  Lot_3i£ 
Housing  ^  ^ 

Inspector:  ^Msi/C^-zx^ 


/  /   Routine  Checklist  Notice     /ZS^   Coiplaint  Notice 

TO  THE  PROPERTY  CWNER(S)  ,  THETR  SUCCESSORS,  AND  ALL  OIHER  PERSONS  HAVING  ANY 
INTEREST  IN  IHE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN  IHE  CITY  AND  COUNIY  OF  SAN 
FRANCISCO: 

PLEASE  TAKE  NOTICE  that  the  above-  described  premises,  was  inspected  by 
inspector  (s)  of  the  Bureau  of  Building  Inspecticn  of  the  Department  of  Public 
Vforks.    As  a  result  of  the  inspecticn,  conditions  (s)  was  found  to  exist  in  the 
notice  of  violation  nailed  to  the  owner  (s) ,  maintained  in  the  pranises  in 
violation  of  the  provisions  of  the  San  Francisco  Municipal  Code  dealing,  amcng 
other  things,  with  housing,  building,  health,  and/or  safety.    Based  upcn  this 
inspection,  the  Superintendent  has  determined  and  declares  these  premises  to  be 
substandard  housing. 

ACCORDTNGLY,  THE  SUPERINTENEENT  OF  THE  BUREAU  OF  BUILDING  INSPECTICN  HEREBY 
ORDERS  the  awner(s)  of  the  above  described  substandard  paxperty,  within  the 
tine  limit  set  forth  in  the  notice  (s) ,  to  make- application  (!£  required)  for 
the  necessary  permits,  to  correct  the  conditicns  In  the  premises  maintained,  in 
violation  of  the  Municipal  Code,  thereafter  to  cbtain  permits^  and  proceed  to 
correct  the  ccnditicns  diligently  and  ej^sditiously,  and  to  ccnplete  the  work 
within  the  specified  time  on  the  attached  NOTICES  (S) . 

VPsRNING 

Sections  17274  and  24436.5  of  the  Revenue  and  Taxaticn  code  provide, 
interalia,  that  a  taxpayer  viio  derives  raital  incore  frcm  housing  determined  by 
the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state 
or  local  codes  dealing  with  housing,  building,  health  and/or  safety,  cannot 
deduct  from  state  personal  incoie  tax  and  bank  and   corporate  incone  tax, 
deductions  for  interest,  depreciaticn  or  taxes  attributable  to  such  substandard 
structure  vAiere  the  substandard  ccoditicns  are  not  corrected  within  six  (6) 
months  after  notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE  NCmCE 
THAT  THE  DATE  OF  IHIS  NOTICE  OF  VIOLATICN  MARKS  THE  BEGINNING  OP  IHE  SIX 
Vnmi  PERIOD)  . 


(415)  558-6220  861- 


/7. 


450  McAllister  Street 


San  Francisco  94102 


DEPARTMENT  OF  PUBLIC  WORKS 

OFFICE  HOURS:  BUREAU  OF  BUILDING  INSPECTION 

-  .  .  .  .  c  DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTIONS  PHONE  558-6220 
8  to  9  a.m. :  4  to  5  p.m. 

RM.  302.  450  MCALLISTER  /\ 

SAN  FRANCISCO,  CALIFORNIA  94102-4583  /, 

NOTICE 


'pO-  ^0X3^^^   innflTinw     l^h^^f  ^^^^^ 

P/tuf  (L(r\  .Cj(r-  9^o/s-  Cfr^^^  3(Udj>^^<^  ^ 

The  above  premises  owned,  controlled  or  occupied  by  you  are  in  violation  of  the  law,  and  you  are  hereby  ordered  to  comply  with 
the  following  requirements; 


The  above  orders  must  be  complied  with  within  days 


90G3BIB 


3  <^  T^fU<^  (^<^.^=t^(''2^ 


Housing  Inspector 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


NOTICE  OF  CONTINUED  AAB/FTB  HEARING 


Date: 


March  13,  1995 


Appellant's  Name(s)  &  Mailing  Address: 

Adams,  John  C.  &  Gregory 
2614  Buchanan  Street,  #3 
San  Francisco,  CA  94115 


Nature  of  Appeal: 

[^]       Director's  Order 

[  ]       Franchise  Tax  Board  Notices 

[  ]  Other  


PROPERTY  ADDRESS      2614  Buchanan  street 


BLOCK 


0579 


LOT 


010 


APPEAL  NO.  6489 
INSPECTOR 


Source  Code  DIP 


Robert  Noelke 


Dear  Appellant(s): 

The  Hearing  before  the  Abatement  Appeals  Board  regarding  the  property  at  the  location 
shown  above  has  been  CONTINUED  until         Tuesday,  March  21,  1995 


at  4:00  p.m.  in  Room  2001  at  1660  Mission  Street,  San  Francisco. 

The  Owner(s)  of  Record  designated  above  and/or  representative(s)  is/are  hereby  notified 
to  appear. 


cc:     Janis  Piatt 

2614    Bucheman  St.,  #2 
San  Francisco,  CA  94115 


Very  truly  yours, 

Sean  McNulty 
Acting  Secretary 
Abatement  Appeals  Board 


*    Original  Notice  of  Continued  Hearing  is  sent.^^to  Appellant 
cind  a  copy  is  sent  to  Appellant's  Agent.     /  I 


(415)  558-6454  1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103  (p:\mld\aab-hrgc) 
(4r5)  558-6220 


DEPARTMENT  OF  BUILDING  INSPECTION 


ABATEMENT  APPEALS  BOARD 
Office  of  the  Secretary 

1660  Mission  Street,  6th  Floor,  San  Francisco,  California  94103-2414 
Telephone  (415)  558-6454 


NOTICE     OF  DECISION 

Nature  of  Appeal 

[X]  Director's  Order  -  Hearing 
[  ]      Franchise  Tax  Board 

[X  ]  Present 
[  ]  Absent 


ppellant: 


John  &  Gregory  Adams 


2614  Buchanan  Street,  No.  3 
San  Francisco,  CA  94115 


Property  Address: 


2614  Buchanan  Street 


Block  579 


Lot  10 


Hearing  Date      February  21,  1995 

Appeal  Number  ^^^^  

Inspector     R.  Fong  


3ATEMENT  APEALS  BOARD  DECISION: 

Lift  Order  of  Abatement  No.  161,675  for  30  days  to  allow  a  re- inspection  by  appropriate 
I  staff.     Rehearing  3-23-95  Abatement  Appeals  Board. 


Sean  McNulty 
Acting  Secretary 

SHEARING:  Pursuant  to  sec.  203(t)7  of  the  San  Francisco  Building  Code,  the  Abatement  Appeals  Board  may 
rehear  an  appeal  upon  which  a  Decision  has  been  rendered,  provided  a  request  for  a  rehearing  has 
been  made  in  writing  within  ten  (10)  days  of  the  date  of  the  decision.  Decision  rendered  by  the 
Board  at  that  time  wiU  be  final.  Obtain  rehearing  request  form  at  1660  Mission  Street,  6th  Roor, 
San  Francisco,  CA  94103. 

KlTE  MAILED:   Februaxy  21.  1995  


=nild\aabdecfo]2-23-95 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT     APPEALS  BOARD 


NOTICE  OF  AAB/FTB  REHEARING 


Date: 


February  10,  1995 


Appeilant(s): 

Adams,  John  C  &  Gregory 
2614    Buchanan  Street,  #3 

^4115 


San  Francisco,  CA 


Appealing  AAB/FTB  Decision 
Property  Address: 

2614  Buchanan  Street 


Block:  Q579 


Lot: 


Appeal  No.  6489  Source  Code  dip 
Inspector  Robert  Noeike  


Dear  Appellant(s): 

Your  request  for  a  rehearing  of  the  Decision  rendered  by  the  Abatement  Appeals  Board  on 

 February  10,  1995  ^iqs  been  received.   Rehearing  is  set  for  4:00  p jn.  on 

 February  21.  1995  at  Room  2001,  1660  Mission  Street,  San  Francisco, 

California- 
Decision  rendered  by  the  Board  at  that  time  wUl  be  finaL 

Very  truly  yours. 


cct    Jam' s  Piatt 

2614    Buchanan  St.,  #2 
San  Francisco,  CA  94115 


Sean  McNulty,  Secretary 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant 
and  a  copy  is  sent  to  Appellant's  agent - 


(415)  558-6454      1660  Mission  Street,  6th  Hoor,  San  Francisco,  CA  94103  (P:\niid\aabrchrg) 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


OFFICE  OF  THE  SECRETARY                                                           NATURE  OF  APPEAL 
1660  Mission  Stxeet,  6th  Floor   

San  Francisco,  CA    94103  /_£/     Director's  Order 

(415)  558-6454  /  /     Franchise  Tai  Board 

/  /     Superintendent's  Complaint 

Waived  Hearing 


/  /  ABSENT 

/  X/  PRESENT 


NOTICE  OF  DECISION 


Adams,  John  C.  &  Gregory  PROPERTY  ADDRESS     2614  Buchanan  Street 

2614  Buchanan  Street,  »3  BLOCK         0579  LOT  010  

San  Francisco,  CA    94115  HEARING  DATE      March  23,  1994  

  APPEAL  NUMBER  6489  

INSPECTOR     Robert  NoelJce,  CEP  

I  ABATEMENT  APPEALS  BOARD  DECISION: 

I  The  appeal  is  granted.    Appellant  is  to  apply  for  a  permit  to  create 

a  second  means  of  egress  for  4th  floor  of  occupancy.     If  not 
:  approved,  case  to  be  recalendared. 

cc:    Janis  Piatt 

2614  Buchanan  St.,  #2 
San  Francisco,  CA  94115 


REHEARING:    Pursuant  to  Sec.  203 (t)  7  of  the  San  Francisco  Housing  Code,  the 

Abatement  Appeals  Board  may  rehear  an  appeal  upon  which  a  Decision  has 
been  rendered,  provided  a  request  for  a  rehearing  has  been  made  in  writing 
within  10  days  of  the  date  of  the  decision.     Decision  rendered  by  the 
Board  at  that  time  will  be  final.     Obtain  rehearing  request  form  at 
1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103. 


Appellant 
Address 


DATE  MAILED:      April  14,  1994 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


ijTHE  SKRCTARY 

:Alister  St.,  Room  301 
r^ncisco,  CA  9A102 
J8 


NOTICE  OF  AAB/FTB  REHEARING 


Adams.  John  C  &  Gregory 


2614  Buchanan  Street:.  #3 


San  Francisco.  CA     943  I  S 


Appealing  AAB/FTB  Decision 
Property  Address     2614  Buchajian  St. 


Block 


0579 


Lot  010 


Appeal  No.      6489   S-NC-SEQ  DIP 

Inspector      Robert  Noelke,  CEP  


]jear  Appellant: 

I 

'lour  request  for  a  rehearing  of  the  Decision  rendered  by  the  Abatement  Appeals 

oard  on       February  23,  1994   has  been  received.     Rehearing  is  set  for 

 ^at  Room  282,  City  Hall,  San  Francisco, 


|:30  p.m.  on 
jalif  omia. 


March  23,  1994 


ecision  rendered  by  the  Board  at  that  time  will  be  final. 

:ruly  yours*--^ — *\  , 


NedLl  U.  Rains,  ATA,  Secretary 
Abatet^ent  Appeals  Board 


cc:     Jcinis  Piatt 

2614  Buchanan  St. ,  #2 
San  Francisco,  CA  94115 


Original  Notice  of  Rehearing  is  sent  to  Appellant   and  a  copy  to  Appellant's 
Agent. 


>CD  215A  (12/86) 


Cmr  AND  COUKTY  OF  SaN  PRANCISCO 
ABATEMEMT  APPEALS 


BOARD 


FfiCi  Of  THE  SKX£TAJtT 

ko  McAllister  Sc.,  Room  301 

Francisco,  CA  9A102 
58-6168  * 


NOTICE  OF  DECISION 


NATURE  OF  APPEAL 

Z57  Director's  Order 
/ZJ  Franchise  Tax  Board  Noclce 
^37  Superintendent's  Complainc 
Waived  Hearing 

^  ABSENT 
fj  PEZSENT 


ippellanc 
lidrtss 


Adams,  John  C  &  Gregory 
2614  BucnaTian  street:,  ffj 
Scin  Francisco,  CA 


iBATEMENT  APPEALS  BOARD  DECISION; 


PROPERTY  ADDRESS 
BLOCK  0579 


2614  Buchanan  St. 
LOT  03^0 


HEARING  DATE       September  22,  1993 


APPEAL  NUMBER 
INSPECTOR 


6489 


Robert  Noelke,  CED 


Appellant  being  absent  and  not  represented,  appeal  is  automatically  denied. 
Case  will  be  referred  to  the  City  Attorney's  Office  for  code  enforcement. 


cc:     Janis  Piatt 

2614  Buchanan  St. ,  #2 
San  Francisco,  CA  94115 


lEHEARING: 


Neil-G.-;^Bain&,  AIA,^  Secretary 
f  A^atenetxc  Appeals  Board 

Pursuant  co  Sec. 203(c)  7  of  che  San  Francisco  Housing  Code,  the  Abatesent 
Appeals  Board  may  rehear  an  appeal  upon  vhlch  a  Decision  has  been  rendered, 
provided  a  request  for  a  rehearing  has  been  oade  In  wrlclng  within  10  days 
of  Che  dace  of  che  decision.    Decision  rendered-by  che  Board  at  that  time 
vlll  be  final.     Obtain  rehearing  requesc  fora  ac  Rm.260,  1390  Market 
Screet,  San  Francisco,  CA  9A102. 


>ATE  MAILED: 


October  20,  1993 


I 


Cmr  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


OFFICE  OF  THE  SECRETARY 


HATUKE  OF  APPEAL 


450  Mr AT lister  St.,  Root  101 
San  Francisco,  CA  94102 


/X/ 
/  / 
/  / 


Director's  Order 
Franchise  Tax  Board 
Superintendent's  Complaint 
Waived  Hearing 


NOTICE  OF  DECISION 


/  /  ABSENT 

/  X  /  PRESENT 


Appellant  Adams,  John  C.  &  Gregory 
Address        2614  Buchanan  Street,  #3 


PROPERTY  ADDRESS 
BLOCK  0579 


2614  Buchanan  St. 


LOT 


010 


San  Francisco,  CA  94115 


HEARING  DATE    July  28,  1993  

APPEAL  NUMBER  6489  

INSPECTOR    Robert  Noelke,  Acting  Chief 


ABATEMENT  APPEALS  BOARD  DECISION: 


The  case  Is  continued  for  (60)  days.  The  next  hearing  will  be  on 
September  22,  1993  at  1:30  P.M.,  City  Hall,  Rm.  282. 


cc:     Janls  Piatt 

2614  Buchanan  St.,  #2 
San  Francisco,  CA  94115 


REHEARING:    Pursuant  to  Sec.  203 (t)  7  of  the  San  Francisco  Housing  Code,  the 

Abatement  Appeals  Board  may  rehear  an  appeal  upon  which  a  Decision  has 
been  rendered,  provided  a  request  for  a  rehearing  has  been  made  in  writing 
within  10  days  of  the  date  of  the  decision.    Decision  rendered  by  the 
Board  at  that  time  will  be  final.     Obtain  rehearing  request  form  at 
Km.  260,  1390  Market  St.,  San  Francisco,  CA  94102. 

DATE  MAILED:     Augusts  6,  1993  


QTY  AND  COUNTY  OF  SaN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


Cj  OF  THE  SKAETAXY 

^lrty  conservation 


«Llazic*s  Name  &  Mailing  Address 
Adams,  John  C.  &  Gregory 


NOTICE  OF  AAB/FTB  HEARING 


2614  Buchanan  Street,  #3 


San  Francisco,  OA  94115 


Dace: 


July  7,  1993 


Nature  of  Appeal: 

\  X  [      Direcnoc's  Order 

\      j      Franchise  Tax  Board  Nocice 

}      )      Superincendenc ' s  Complainc 
Waived  Hearing 

)      I  Ocher   


PROPERTY  ADDRESS     2614  Buchanan  St, 


BLOCK  0579 


LOT  010 


6489 


S-NC-DEQ  DIO 


APPEAL  NO. 
INSPECTOR    Robert  Noelke,  Acting  Chief 


Appellant : 


j  is  CO  serve  nocice  chac  your  appeal,   filed  wich  che  Abacemenc  Appeals  Board  on 

May  19,  1993     ,  will  be  heard  by  che  Board  ac  1:30  p.m.  on     July  28.  1993  

'oom  282.  Cicy  Hall,  San  Francisco,  CA. 

urther  information  is  desired,  please  inquire  ac  che  Abacemenc  Division  of  che 
i;rtmenc  of  Public  Works,     460  McAllister  Street,  CA  94102.     Please  bring  any 
:!penc3  and  information  chac  may  support  your  appeal  such  as  concraccs,  permics, 
:    Failure  co  be  represented  will  constitute  an  automatic  denial. 

tare  entitled  to  appear  personally  with  your  witnesses,  if  any,  and  co  have  wich 
I'counsel  of  your  choice. 


Very  truly  yours. 


cc:     Janis  Piatt 

2614  Buchanan,  #2 

San  Francisco,  CA  94115 


Rains,  ATA,  Secretary 
Abateov&nt  Appeals  Board 


*  Original  Notice  of  Hearing  sent  to  Appellant  and  a  copy  was  sent  to  Appelant 's  Agent, 


1215  (Rev.  9/87) 

3i)  558-6168        A50  McAllister  Street,  Room  301,  San  Francisco,  CA  94102 


APPEAL  FILING 
I  File  appeal  with- 
finenf  Appeals  Board  (AAB) 

10  Market  SL  Suite  250  APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 

>ii  Francisco,  CA  94102  ™^  ^^"^  COUNTY  OF  SAN  FRANCISCO 

Teh  No.  554-8742 

ILING  FEE:  $ 


DIRECTOR'S  ORDER 


^/•i/O  Ai>/h<n<i   .    .  Appeal  Number         ^  f^f 

Appellant  /  \  ' 

The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant 
to  Section  203.1  of  the  Building  Code,  Part  II,  Chapter  I,  of  the  San  Francisco 
Municipal  Code,^  and  makes  the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the 

Director)  of  Pxiblic  Works,   of  the  City  and  County  of  San  Francisco,  on 

—  • 

(2)  The  affected  premises  are  located  ^     Z^Ct !  <^  ^^U&j4-A^ 

San  Francisco.     They  contain         ^  dwelling  units  and  ^ 

rooming  units. 

(3)  (State  in  ordinary  and  concise  language  the  specific  nature  of  the  action 

appealed  from,  together  with  any  material  facts  relating  thereto.) 

(4)  (State  the  relier  you  need  and  reasons  why  you  claim  the  appealed  action(^06/^-/c. 

should  be  modified  or  reversed  by  this  board. ) 

(Attach  additional  sheet(s)  if  necessary.) 

(5)  The    undersigned    is    the    owner/agent,     (state    which)     of    the  premises 
described  in  Paragraph  (2)  above     ^li,^jL>^^<^  |  \Ji^\^Xf  ^  • 

(6)  The  official  address  of  the  undersigned  is: 

Tel.  No. 


Date 


1    ^     T  ■  \J  Signature  (P 


i (Print  Name  Below)  T 


(File  Appeal  with  the  Abatement  Appeals  Boayd  (AA8)  ,  Room  260,  Fox  Plaza:  Bldg. 
1390  Market  Street,  San  Francisco,  CA      94102,  Telephone  (415)  554-8742.) 


^^^^  ^rJ^^--^^^' 


3ty  and  County  of  San  Francisco  Department  of  Public 

Office  of  the 

ADDRESS:   2614  BUCHANAN  STREET 


BLOCK:  0579  LOT:  010 
SEQ:       01  CASE:  DIO 

OWNER'S  NAME: 

ADAMS,  JOHN  C.   &  GREGORY  ADAMS,  JOHN  C.  2/3 

2614  BUCHANAN  ST. ,  #3 
SAN  FRANCISCO,  CA  94115 

ORDER  OF  ABATEMENT  UNDER  SECTION  203-203. R  OF  THE  BUILDING  CODE 

ORDER  NO.  161,675 

HEARING  OF  THE  COMPLAINT  OF  THE  SUPERINTENDENT  OF  THE  BUREAU  OF 
BUILDING  INSPECTION  ON  FILE  IN  THE  OFFICE  OF  THE  DIRECTOR  OF  PUBLIC 
WORKS  AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON 
MARCH  17,   1993   IN  ACCORDANCE  WITH  DPW  HEARING  ORDER  NO. 160,959.  THE 
HEARING  WAS  CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.     THE  OWNER 
WASREPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS 
AND  DETERMINES  AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER 
OF  THE  DIRECTOR,   AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE 
SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC 
NUISANCE  UNDER  THE  TERMS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND 
COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH 
THE  FOLLOWING: 

1.  60  DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 

2.  30  DAYS  TO  MEET  CITY  PLANNING  &  OTHER  CITY  AGENCY  REQUIREMENTS. 

3.  30  DAYS,  THEREAFTER,   FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 

THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:     PURSUANT  TO  SECTION  203. (i)  OF  THE  SAN  FRANCISCO  BUILDING 
CODE,  THIS  ORDER  MAY  BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD. 
APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED  FROM  THE  ABATEMENT 
APPEALS  BOARD  AT  ROOM  250,   1390  MARKET  ST.    (554-8742),  AND  MUST  BE 
FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)   DAYS  OF  APRIL  13 
1993 


FILE  (2)  -      /=^^         JOHN  E.  CRIBBS 

OWNER  [  DIRECTOR  OF  PUBLIC  WORKS 

BBI   (3)   (1  signed) 


NOTICE  OF  VIOLATION 


OF  THE  SAN  FRANCISCO  MUNICIPAL  CODES  RENDERING 
HOUSING  TO  BE  SUBSTANDARD  (PER  SECTIONS  17274(b)(2) 
AND  24436.5(b)(2),  REVENUE  AND  TAXATION  CODE) 


Assessor's  Block  Lot  \T) 


Completa  Inspection  Repor 


TO  THE  PROPERTY  OWNER(S),  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING  ANY 
INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND  COUNTY  OF 
SAN  FRANCISCO: 

PLEASE  TAKE  NOTICE  that  the  above  described  premises  was  inspected  by 
inspector(s)  of  the  Bureau  of  Building  Inspection  of  the  Department  of  Public 
Works.    As  a.  result  of  the  inspection,,  conditions  were  found  to  exist  in  the 
premises,  eis  more  particularly  described  in  the  complete  inspection  report (s) 
attached  to  the  notice  of  violation  mailed  to  the  owner(s),  maintained  in  the 
premises  in  violation  of  the  provisions  of  the  San  Francisco  Municipal  Code 
dealing,  among  other  things,  with  housing,  building,  health,  and/or  safety. 
Based  upon  this  inspection,  the  Superintendent  has  determined  and  declares 
these  premises,  to  be  substandard-  hoxising. 

ACCORDINGLY,  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING  INSPECTION  HEREBY 
ORDERS  the  owner(s)  of  the  above  described  substandard  property,  within  thirty 
(30)  days  to  make-  application,  for  the  necessary  permits,  to  correct  the 
conditions-  in-  the  premises  maintained  in  violation  of  the  Municipal  Code, 
thereafter  to  obtain,  permits  and  proceed  to-  correct  the  conditions  diligently 
and  expeditiously,  and  to  complete  the  work  within  the  specified  time  on  the 
attached  Report (s). 


Sections  17274  and  24436.5  of  the  Revenue  and  Taxation  Code  provide, 
interalia,  that  a  taxpayer  who  derives:  rental  income  from  housing  determined  by 
the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state 
or  local  codes  dealing  with  housing,  building,  health  and/or  safety,  cannot 
deduct  from  state  personal  income  tax  and  bank  and  corporate  income  tax, 
deductions  for  interest,  depreciation  or  taxes  attributable  to  such  substandard 
structure  where,  the  substandard  conditions  are  not  corrected  within  six  (6) 
months  after  notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE 
NOTICE  THAT  THE  DATE  OF  THIS  NOTICE  OF  VIOLATION  MARKS  THE  BEGINNING  OF  THE  SIX 
MONTHS  PERIOD).  ^  . 


WARNING 


S  51  558-  6220 


450  McAllister  Street,-  Knt-  30Z    Saa  Francisco  94-1 OZ- -^583 


Location 


SaH  Francisco  Department  ot  Public  Works 
BUREAU  OF  BUILDlhG  INSPECTION 
DIVISION  OF  APARTMENT  HOUSE 
AND  HOTEL  INSPECTION  REPORT 


Prepared  By. 


Owner. 


Date  inspRKtfKj   i|-  •  fbg? 


HOUSING  INSPECTOR 

-Sent. 


Address 


The  lollDwIng  Items  that  ire  circled  require  correction  In  accordsnce  wllh  the  Ssn  Francisco  Housing  Code  and/or  other  applicable  Codes  and  Ordinances: 

1.  Repair/replace  broken  sidewalk/paving  at  front/rear/side  .  

2.  Remove  all  rubbish  from  yard/court/basement/cellar^  ^  


3.  Raise  foundation  and/or  lower  grade  using  approved  materials  and  method  at. 

4.  Install  approved  type  floor/deck,  yard  drain  at  

5.  Provide  gas  service  shuloff  in  


  747  PW 

_ 402-1006  HC 

 403  HC 

_402-507  HC 
 409  HC 


6.  Ratproof  ground  area  in  basement/cellar/under  stairs   

7.  Eliminate  rodent  and/or  cockroach  Infestation  on  premises  

8.  Clean  and  maintain  hotel  room{s)  dwelling  unlt(s)  In  a  sanitary  manner  at  

9.  Provide  legal  ventilation  for  furnace  room/water  heater  space/garage/under  floor  area/gas  meters  

10.  Provide/fireproof  garage/rear  yard  to  street  passageway/basement  celling  with  approved  fire  rated  materials. 
^  Repair/provide  fireproofing  In  ^>,»Lxj>»>wi^.^^>^~r   


12.  Provide  fire  sprinkler  system  in  garbage/linen  chute,  garbage/linen  room,  storage  area  or  remove  storage. 

13.  Enclose  stairs  to  basement/cellar  with  approved  materials  and  seU-closIng  doors  plans  req'd. 

14.  Eliminate  paint/hazardous  storage  in  


15.  Provide  approved  type  flues/connectors  for  gas  appliances  in. 

16.  Rebuild/repair  front/rear  stairway.  Provide  handrails  


.92DPH-102  HC 

 402  HC 

 402  HC 

 402-702  HC 

 414  HC 

 414  HC 

 903-905  HC 

  803  HC 

 411-705  HC 

 407  HC 


17.  Replace  all  broken  window  glass.  Repair  sash  and  reputty.  Check  &  repair  hardware  

18.  Repair  stucco/siding  on  _.  Renall  and  paint  exterior/trim. 

19.  Replace/repair  roofing.  Provide/repair  roof  gutters  for  drainage  and  connect  to  sewer  

20.  Remove/rebuild/fireproof  roof  deck.  Provide/replace  defective  chimney/flue  cans  


21.  Provide/repalr/replace/fireproof  stair  penthouse  door/closer.  Install  railing  around  ventshaft. 

22.  Provide  stairway /scuttle  hole  from  public  hallway/stair  to  roof  in  approved  location  

23.  Provide  approved  means  of  ventilation  for  stairway/public  halls/elevator  shaft  

24.  Enclose  Interior  slalrway(s)  in  an  approved  manner  or  comply  with  Item  25  


25.  Provide  complete  fire  sprinkler  system  in  all  public  halls,  corridors,  stairways  per  plan. 
2§,^lnslall  approved  type  fire  doors/closers  to  basement/main  stair  ericlosure . 


Provide  stairway /fire  escape  for  second  means  of  egress  Dp  ^  Or  0  Cdt-^O^y^^-^tf^  req'd. 

28.  Provide  corridor  to  fire  escape  at  front/rear/side  and  Install  directional  signs  

29.  Provide  approved  type  ladder/stair  from  lowest  fire  escape  balcony  to  ground^  

Provide  approved  type  fire  extinguishers  in  public  halls  at  each  floor  gmri-ln  /  t/g.  j  

31.  Remove  or  raise  all  wires,  ropes,  etc.  8  feet  above  roof  Z  


32.  Install  approved  type  fire  alarm  system/wet/dry  standpipe  as  directed  by  Fire  Dept. 

33.  Repair/replace  loose  and  missing  plaster  in  


.402-403-802  HC 

 402-408  HC 

408  He 

 402-408  He 

 403-712  HC 

 412-805  HC 

  805  HC 

 502-808  HC 

 807  HC 

 807  HC 

 803-806  HC 

 801  HC 

 801  HC 

 801  HC 

 904  HC 

 24.10  FC 

  901-907  HC 

 412  HC 


34.  Remove  lot  line  windows,  close  opening  in  an  approved  manner  (N  E  S  W)  wall. 

35.  Close  transom  openings  in  public  hall(s)  in  approved  manner  

36.  Provide  a  bath,  lavatory,  and  water  closet  within  each  apartment  

37.  Provide  additional  bath(s)/lavatory(ies)  on  

38.  Provide  additional  water  closet(s)  on  


.floor(s). 


.floor(s). 


39.  Water-proof  bath/water  closet  compartment  fioor(s)  with  approved  materlal(s)  on. 

40.  Provide  legal  light  and  ventilation  for  


41.  Remove  torn.  Worn,  Insanitary  floor  covering  In. 
/^^i^omply  with  attached  Heat/Hot  Water  Notice. 


.TABLE  5-A  BC 

 502  HC 

 402  HC 

 503  HC 

 503  HC 

 508  HC 

 402-501  HC 

 412  He 


Provide  separation  where  water  closet  compartment  opens  into  kitchen  in  

44.  Discontinue  use  and  remove  cooking  facilities  in  illegal  community  kitchen  on. 

45.  Remove  and  cap  gas  lines  at  source  of  supply  for  stove/heater  in  


46.  Submit  plan  of  each  floor,  showing  correction  of  all  Items  listed  hereon. 

47.  Clean/paper  or  paint  walls  and  ceilings  in  


48.  Provide/replace  garbage  receptacles,  provide  light-fitting  covers  

49.  Remove  cord  wiring  and  install  one  plug  receptacle  in  each  room  and  2  In  the  kitchen(s)_ 

50.  Remove/repalr/and/or  replace  deteriorated/substandard  


51.  Fireproof  public  halls  and  soffit  of  stairs  with  approved  1  hour  fire  resistive  materials  details  req'd. 

52.  Fireproof  entire  building  with  approved  1  hour  fire  resistive  materials  and/or  sprinklers  throughout  

53.  Provide  1  hour  fire  separation  between  business  use  and  residential  use  

54.  Remove/ciose/fire  protect  closet  under  stairs  at  


55.  Comply  with  attached  Electrical  and/or  Plumbing  Report.. 


56.  Provide  and  maintain  

57.  Replace  insanitary  wood  drainboards  in  kitchens  on  

58.  Remove  all  non-conforming  partitions  and/or  construction  In. 

59.  Applicability  of  Ifem(s)  


ing  fei 


additional  usable  off  street  parking  spaces  and/or  City  Planning  requirements. 


.707. A/503  I.e.  He 

 503.10  He 

 503.18  He 

 406HC 

 302  BC 

 1001  He 

 10O4  HC 

 405-505  HC 

 ART  4HC 

 701  HC 

 701  He 

 414  HC 

 802.d  HC 

 ART  4  He 

 136  PC 

 402  HC 

 403  HC 


jQf  earliest  date  of  conversion-affidavits  attached.  (Submit  with  building  permit  application). 
/m/Jompllance  with  the  circled  Items  will  establish  legality  of  the  structure  as  an  apt/itlaW  with 


floors  of  occupancy,  ^  comply  with  itom  61.j 


depends  upon  date  of  conversion.  Submit  proof 


.105  He 


61.  Item(s)  do  not  apply  If  structure  Is  reverted  to  its  original/last  legal  use  as  an  apartment/hotel/ 

dwelling  with  units/rooms  on  floors  of  occupancy  or  conjp*n»«*iJfem  60. 

Comply  with  attached:  97.  Energy  Insp  Form  98.  Security  Checklist  99.  Smoke  4  Heat  Ord.       I  / 


.105  HC 


DEPARTMENT  OF  PUBLIC  WORKS 
OFTICE  HOURS:  BUREAU  OF  BUILDING  INSPECTION  PHONE: 

8  TO  9  A.M.  DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTIONS  558  6220 

4  TO  5  P.M.  Rqo^  302,  450  McAllister 

San  Francisco,  California  94102-4583 

HEAT/HOT  WATER  NOTICE 

  DATE  n-  •   


LOCATION  :^<^14"    ^^^'VtYJU^/^U^^-a^-^^  _ 

BLOCK_^^L  LOT        (  -D  CT  /  3  ^ 


IIABOVE  PREMISES  OWNED,  CONTROLLED  OR  OCCUPIED  BY  YOU  ARE  IN  VIOLATION  OF  THE  SAN  FRANCISCO  HOUSING  CODE, 
\  YOU  ARE  HEREBY  ORDERED  TO  COMPLY  WITH  THE  FOLLOWING: 

I  I  1.  Provide  heat  to  each  occupied  habitable  room  for  13  hours  between  the  hours  of 
5:00  A.M.  and  11:00  A.M.  and  between  the  hours  of  3:00  P.M.  and  10:00  P.M.  capable 
of  maintaining  a  minimum  room  temperature  of  68  degrees  Fahrenheit  (20  degrees 
Centigrade). 

707.A  HC 


Provide/ repair/ relocate  locking  or  non-tamperable  temperature-sensing  device  with 
a  +/-  1  degree  Fahrenheit  (.8  degree  Centigrade)  tolerance,  centrally  located 
within  the  building  in  a  habitable  room  to  which  heat  is  provided^hether  occupied  or 
unoccupied  ^Jigt-^^^^Jjjgj^l^J&^cf-'-iR-a^Kn^^  This  device  shall 

maintain  the  required  minimum  room  temperature  of  68  degrees  Fahrenheit  at  a 
point  three  feet  above  the  floor. 

707.A  HC 

I    I       3,     Install  a  timeclock  at  or  near  the  heating  source  to  control  the  heating  system. 

707.A  HC 

I    I      4.     Set  the  timeclock  to  provide  the  required  amount  and  hours  of  heat  (see  item  one). 

707.A  HC 

I    I      5.     Remotely  located  switches  which  override  the  timeclock  operation  are  prohibited. 

707.A  HC 

I    I       6,     Provide  showerheads  which  allow  no  more  than  a   3  gallon-per-minute  flow. 

Showerheads  of  the  ball-joint  type  that  cannot  easily  be  removed  from  the  wall  without 
structural  alteration  are  exempt  from  this  requirement. 

503.1.CHC 

Provide,  to  the  apartment  house  or  hotel,  water  heated  to  a  minimum  temperature  of 
105  degrees  Fahrenheit  (41  degrees  Centigrade)  and  a  maximum  of  120  degrees 
Fahrenheit  (49  degrees  Centigrade)  at  the  hot  water  taps. 

503.1.CHC 

I  I  8.  Provide,  for  each  building,  4  gallons  of  hot  water  storage  capacity  per  guest  room 
and  8  gallons  of  hot  water  storage  capacity  per  dwelling  unit.  Storage  capacity/ 
recovery  rate  may  be  varied  as  long  as  compliance  with  current  ASHRAE  standards 
is  maintained. 

503. l.C  HC 

□      9.  Other  


\BOVE  ORDERS  MUST  BE  COMPLIED  WITH  WITHIN  DAYS.  FAILURE  TO  COMPLY  WITH  SEC.  707. A  HC  MAY  RESULT 

iE  ISSUANCE  OF  A  CITATION  REQUIRING  COURT  APPEARANCE. 


It  a  1.in  1/U 


San  Francisco  Department  of  Public-  Works  *  Office:  

Bureau  of  Building  Inspection 

Telepfione; 

ELECTRICAL  INSPECTION  REPORT 


Address   i    PIIp  Nn  


Owner   Electrical  Inspector: 

Date  of  Inspection  '   '  !   Building  Inspector:  _ 


The  items  checked  below  are  those  requiring  correction  in  accordance  with  San  Francisco  Electrical  Code,  and/or  Housing  Code,  and 
are  those  which  were  observed  during  inspection  and  do  not  include  violations  which  may  be  disclosed  as  work  progresses. 

Obtain  permit  before  starting  work. 

•--yBased  on  ,theJollowing  report  it  is  required  that  the  violations  be  corrected  by  a  registered  electrical  contractor,  subject  to  permit  and 
/  inspectionTNO  ELECTRICAL  WORK  OF  ANY  KIND  SHALL  BETeRFORMED  UNTIL  OR  UNLesS  A  BXiILDING  f'ERMiT  FTaS 
FIRST  BEEN  ISSUED.  

Hazardous  wiring  is  in  evidence  and  shall  be  removed  or  corrected  (EC  Sec.  3)   '  

(2)    Unapproved  portable  cords  are  fastened  to  the  building,  supplying  electricity  to  lights  and/or  plugs.  EC  Sec.  21,  36,  37d.  All 
portable  electrical  cords  and  associated  plugs,  switches,  etc.  shall  be  removed. 

Fuses  being  used  in  branch  circuits  are  oversized.  EC  Sec.  37a,  37b,  37c,  37d.  Install  'Type  S"  non  tamperable  fuses  of 
proper  size. 

Lighting  fixture(s)  and  outlet(s)  '   (is)  (are)  (improperly  installed) 

(defective)  (missing).  EC  Sec.  4,  37c.  Same  shall  be  (repaired)  (replaced)  (removed)  (or)  (and)  (outlet[sl  capped). 

5.     Every  room  with  running  water  shall  have  (a)  wall  switch(es)  to  control  lighting  outlets.  HC  505. 

^6^    Electrical  appliances  are  plugged  into  lighting  outlets  (in)  (at)  EC  Sec.  37a, 

37b,  37c.  Remove  appliance  or  install  approved  plug  receptable  under  permit  and  inspection  by  this  Division. 

The  main  electrical  service  is  (obsolete)  (and)  (deteriorated)  (and)  (inadequate)  (and)  in  a  hazardous  condition.  Install  approved, 
enclosed,  "dead  front"  service  wiring  and  equipment,  adequate  for  the  load  served  under  permit  and  inspection  by  this  division. 
EC  Sec.  4,37c.  /O /{  c  v  /  £)  ^       S^/'AA  ^  r£r      /=>/4/Vf  ^  &r>-9/^ />_i      '^^o~\    T7ff^    i/^^/r-  - 

8.    Open  bare  wiring  at  fuse  panel  boards  to  be  enclosed  "Dead  Front".  EC  Sec.  3. 

^^T)  Every  habitable  room  shall  have  at  least  one  (1)  electrical  plug  outlet  and  every  kitchen  shall  have  at  least  two  (2)  electrical 
plug  outlets.  HC  505.  Kitchen  plug  outlets  shall  be  wired  to  an  approved  "utility  circuit".  New  plugs  to  be  located  in  usable 
locations.  '  


10.  (Outlet)  (junction  box)  (panel)  cover(s)  (is)  (are)  missing__  EC  Sec.  36, 

37.  Install  missing  cover(s). 

11.  Provide  egress  lighting  as  per  Building  Inspector's  report. 

1 2.  Inspection  of  was  not  possible  at  the  time  of  inspection  and  further  investigation  may 

expose  items  requiring  maintenance  and/or  repair.  HC  308. 

The  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  similar  violations  which  may  be  concealed 
and  become  evident  when  work  is  begun.  '  '      '  "  


EU  55.01-71 


San  Francisco  Department  of  Publk  orfci 
Bureau  of  Building  Inspection 


Ornce  Hours:      ,  8:30  AM  -  4  lo  5  PM 


Office: 


;  -    /  O 


Telephone : 


Address. 


PLUMBING  iNSfECTlON  REPORT 

 Building  Inspector 


Inspected  on:. 


-Plumbing 


Inspector: 


The  following  items  that  are  checked  require  correction  in  accordance  with  the  San  Francisco  Plumbing  Ck)de  and/or  the  San 
Francisco  Housing  Code  or  other  applicable  codes  and  ordinances. 

PLUMBING 

  1.  Repair/replace  defective  traps,  waste  piping,  sewer  piping,  vent  piping,  roof  leader,  air  inlet  cover,  plumbing  fix- 
tures. 

  2.   Provide  waste/vent  piping,/Bttings  of  proper  size,  material. 

  3.  Extend  fixture  vents  to  the  roof. 

  4.  Properly  secure,  grade,  cap  waste/sewer  pipe  lines. 

  5.  Profserly  cormect  roof  leader(s)  to  sewer. 

  6.  Provide  sewer  trap  and  fresh  air  inleL 

  7.  Provide  required  area  drain. 

  8.  Provide  trap  to  serve  fixture. 


WATER 

_  9.  Repair/replace  water  piping/fittings  found  to  be  defective,  undersized.  Improperly /instaUed/sccured. 

_10.  Remove  cross  connection,  non-conforming  piping  and  cap  at  source. 

_11.  Install  approved  water  pipe  service  valve,  fittings,  air  chambers. 

_12.  Install  fire  sprinklers  as  required  by  building  inspector. 
GAS 

_13.  Remove/replace  gas  piping/gas  fittings  found  to  be  defective,  of  improper  material,  undersizc. 

.14.  Provide  approved  gas  control  valve,  drips  in  gas  piping 

.15.  Install  gas  appliance  vent  having  the  required  grade  to  the  flue,  size,  distance  from  combustible  surface*. 

_16.  Install  gas  appliance  vent  of  approved  material,  properly  secured,  extended  above  roof. 

.17.  Remove  unapproved  gas  appliance,  piping  and  cap  line  at  source. 

.18.  Other  deficiencies. 

.19.  Recommended  improvements. 

Location  and  extent  of  items  checked  above: 


^.^/f 


Tlie  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  violations  which  may  be  concealed  and 
become  evident  when  work  is  begun.  The  recommended  improvements  noted  are  not  code  requirements  but  are  provided  for  your 
assistance  In  upgrading  your  building. 

Please  contact  the  inspector  who  prepared  this  report  if  you  have  any  questions  ccncerning  the  required  work.  NOTE:  Installation  and 
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BUILDING  INSPECTION  COMMISSION 


Sitting  as  the  ABATEMENT  APPEALS  BOARD 

NOTICE  OF  MEETING:  Friday,  July  7,  1995,  at  3:00  p.m., 

in  Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco, 

California  94102 


CALENDAR: 


JUN  2  81995 


CAN  FRANCISCO 
PUBLIC  LIBRARY 

FOR  TfflS  MEETING  OF  THE  ABATEMENT  APPEALS  BOARD  and  until  such  time  as  a  policy  is  formally 
adopted,--it  is  the  interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  &  County  of  San  Francisco 
that,  at  the  point  so  designated  as  Public  Comment  on  the  following  Calendar,  members  of  the  public  may  address 
the  Board  on  items  of  interest  to  the  public  that  are  within  the  subject  matter  jurisdication  of  the  Board-excepting 
calendar  items.  With  respect  to  calendar  items,  the  public's  opportunity  to  address  the  Board  will  be  afforded  when 
the  item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Board  for  up  to  three  minutes.  If  it  is 
demonstrated  that  comments  by  the  public  will  exceed  15  minutes,  the  chairperson  may  continue  Public  Comment  to 
another  time  during  the  meeting. 

Please  see  attachment  for  the  Commission's  interim  cooperative  intent  on  accessibility  to  its  meetings. 


A.  CALL  TO  ORDER  and  ROLL  CALL: 


Commissioners: 
Vasquez. 


[  ]  Buscovich,  [  ]  Davis,  [  ]  Hansen,  [  ]  Hood,  [  ]  Guinnane,  [  ]  Sanbonmatsu,  [  ] 


B.  OATH:  All  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right  hands  and  be  sworn. 


C.  APPEAL(S)  CONTI>fUED  FROM  PREVIOUS  HEARING(S):  Order  of  Abatement:  None 

D.  NEW  APPEAL(S):  Order  of  Abatement 

j      CASE  NO.  6604:  197  Downey  Street  [see  attached  pages  1  -  5  ] 

Owner  of  Record:       Vitaly  B.  &  Ludmilla  Luskin,  3409  Chris  Ln.,  San  Mateo,  CA  94403 

Appellants  Request:     More  time  needed.  Owner  out  of  town  on  business. 


DETERMINATION  &  PROVISION(S): 


Building  Inspection  Commission  sitting  as  ABATEMEiNT  APPEALS  BOARD 


Meeting  of  7-7-95 


Page  2  of  3 


CASE  NO.  6605:  2263  Market  Street       [see  attached  pages  6-11] 

Owner  of  Record:  Caridad  Gravitt  Trustee,  2263  Market  Street,  #2,  San  Francisco,  CA  94114 

William  A.  Gravitt,  2261  Market  Street,  Suite  119,  San  Francisco,  CA  941 14 

Appellants  Request:  More  time  to  allow  tenant  to  move  and  avoid  any  possibility  of  legal  claims  by  tenant. 
DETERMINATION  &  PROVISION(S):  


E.    REHEARING(S):  Order  of  Abatement 
None. 

!f.    FRANCmSE  TAX  BOARD  CASES: 

CASE  NO.  3397:  43-43  1/2  Liberty  Street     [see  attached  pages  12  -  17F] 

Owner  of  Record:  Tim  Mar  &  G.  Gary  &  M.  Choy,  822  Congo  Street,  San  Francisco,  CA  94131 

Appellants  Request:        More  time  needed  to  incorporate  illegal  unit  with  legal  unit.  Tenant  moving  to  facilitate  work. 

DETERMINATION  &  PROVISION(S):  


G.  PUBLIC  COMMENT  [refer  to  lead  note  at  the  head  of  this  Calendar]. 

H.  ADJOURNMENT. 

I 

Department  of  Building  Inspection      -      1660  Mission  Street,  San  Francisco,  California  94103-2414     -  415-558-6466 


Building  Inspection  Commission  sitting  as  ABATEMENT  APPEALS  BOARD 
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BN/ts 


AAB  Commissioners 
Secretary  for  Commissioners 
Director,  DEI 
Acting  Secretary,  DEI 
Acting  Manager,  HIS 
CED  Hearing  Officer 
Chief,  EID 
City  Attorney 
City  Planning 
CED  Record  Clerk 

Public  Library,  do  Government  Documents  Dep't. 
File  (2) 
Agenda  Only: 

Board  of  Permit  Appeals,  City  Hall 

SF  Fire  Department 

SF  Public  Health  Dep't.  -  Rm.  217 

Posting  Copy 


,(P:tds\62195-aab) 


SEE  ATTACHED  SHEET  FOR  INFORMATION  CONCERNING  ACCESSIBILITY  TO  MEETINGS. 


Department  of  Building  Inspection 


1660  Mission  Street,  San  Francisco,  California  94103-2414 


-  415-558-6466 


nterim  Cooperative  Intent  on  Accessibility  to  Meetings 

iSIGN  LANGUAGE  INTERPRETERS  will  be  available  upon 
request.  Please  contact  Peter  Fries,  t^^^Secreiary  to  the 
Building  Inspection  Commission,  at  VOTCh  (415)  558-6164  or 
TDD  (4l5)  558-6161  at  least  72  hours  prior  to  the  meeting. 

See  the  reverse  for  the  meeting  location. 

TRANSPORTATION  The  closest  accessible  MUNI  lines  serving 
ithis  location  are: 

42  Van  Ness  (Downtovv^n  Loop) 

26  Valencia  (Inbound  disembark  @  Market  &  Gough) 

iSTREET  PARKING:  Two  blue  zones  at  1695  Mission  Street  near 
the  corner  of  Duboce  &  Mission  and  two  on  Otis  near  Duboce. 

SOUND  SYSTEM    For  persons  with  hearing  difficulty,  an  FM 
Amplifying  System  will  be  available  at  all  Commission  meetings. 

i 

ImULTIPLE  chemical  sensitivities  Individuals  with  severe 
lallergies,  environmental  illness,  multiple  chemical  sensitivity  or 
irelated  disabilities  should  call  our  accessibility  hotline  at  (415) 
554-8925  to  discuss  meeting  accessibility.  In  order  to  assist  the 
City's  efforts  to  accommodate  such  people,  attendees  at  public 
meetings  are  reminded  that  other  attendees  may  be  sensitive  to 
yarious  chemical  based  products.  Please  help  the  city  to 
accommodate  these  indlviauals. 

SEATING  Accessible  integrated  seating  for  persons  with 
disabilities  (including  those  using  wheelchairs)  will  be  available. 

DOCUMENT  FORMATS  Minutes  of  the  meeting  will  be  made 
available  in  large  print,  tape,  disk  form  and/or  readers  upon 
request.  If  you  require  the  use  of  a  reader,  Peter  Fries, ^^^9 
Secretary  to  tfie  Building  Inspection  Commission,  at  VOICE  (4T5) 
558-6164  or  TDD  (415)  558-6161  at  least  72  hours  prior  to  the 
meeting. 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


OFFICE  OF  THE  SECRETARY 

Date:     June  23,  1995 


NOTICE  OF  AAB/FTB  HEARING 
Revised  Copy 

Nature  of  Appeal: 


[x]      Director's  Order 
Appellant's  Name  &  Mailing  Address:       [  ]       Franchise  Tax  Board  Notices 

Vitaly  B.  &  Ludmilla  Luskin  [  ]  Other  

3409  Chris  Lane  PROPERTY  ADDRESS  197  Downev  Street 


San  Mateo,  CA  94403 


BLOCK      1269       LOT  110 


APPEAL  NO.     6604      Source  Code  DIO 


INSPECTOR      Robert  Noelke  

Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 
May  5,  1995,  will  be  heard  by  the  Board  at  3:00  p.m.  on  July  7,  1995,  Friday  in  Room  428, 
War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103 
or  call  (415)  558-6466.  Please  bring  any  documents  and  information  that  may  support  your 
appeal  such  as  contracts,  permits,  etc.  Failure  to  be  represented  will  constitute  an  automatic 
denial. 


You  are  entitled  to  appear  personally  with  your  witnesses,  if  any,  and  to  have  with 
you  counsel  of  your  choice. 

Very  truly  yours, 

Sean  McNulty,  Secretary 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant  . 

[p:tds\aab-hrg] 

(415)  558-6454         1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COL'NTY  OF  SAN  FIL^NCISCO 

DIRECTOR'S  ORDER 


AcDeHant 


Appeal  Number 


APPEAL  FILING 

Fie  Acceai  wiO", 
.-tateiTient  Acceais  tzzic 

1650  Wissicn  5 reel 
San  -rancsco.  CA  }-i',Q2 
~ei.  No.  553^^ 


HUNG  -z£: 


The  undersigned  aopellant  herebv  apceals  to  the  Abatement  Acpeais  Beard,  piirsuanr  to  Sectior. 
203.1  of  the  Building  Code,  Part  EL,  Giapter  I,  of  the  San  Francisco  Murdcipai  Code,  and  niajces 
the  foilowing  ailegadons  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on  /\f^v^\L-  C    \  ^'{  M  -'S  . 

(2)  Tne  affected  premises  are  located  at  QoUJf^'^V  SA'^^'  ^? ^''<'C\ 
San  Francisco.  They  contain       *^  dwelling  units  and  ' 


rooming  units. 


(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  anv  material  facts  relating  thereto. 

(4)  State  the  relief  you  need  and  reasons  why  you  ciaim  th^e  appealed  acdon  shoxild  be 
modined  or  reversed  by  this  board. 


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above       A^^^^-^H^  . 

(6)  The  ofndal  address  of  the  undersigned  is: 
3^i0^i  Cv<t^_t■S.  L-AMr^,   


r  .  A  .  C]  M  ^1 


Tel.  No.  ^^U\''J^r7^/-  B  O 


•  Date  Filed  .  ^     .  SiCTarure  (Prmt  Name  Below) 

File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street,  6th- Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 


F78S343 


—DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


LUSKIN  VITALY  B  &  LDDMILLA 

3409  CHRIS  IiN 

SAN  MATEO,  CA  94403 


ADDRESS: 

BLOCK: 
SEQ: 


197  DOWNEY  STREET 


1269 
01 


INSPECTOR: 
DISTRICT: 


LOT:  110 
CASE:  DC 

DH:  NO.  33655 
ROBERT  NOELKE 
38 


ORDER  OF  ABATEMENT  UNDER  SECTION  203-203.R  OF  THE  BUILDING  CODE 

ORDER  NO.  1020-A 

HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTTvlENT  OF  BUILDING  INSPECTION  AGAINST 
IHE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON      APRIL  6,  1995       IN  ACCORDANCE  WITH 
THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  203.    THE  HEARING  WAS  CONDUCTED  BY  A  REPRESENTATIVE 
ipF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMTTTED  AT  THE  HEARING,  THE  DIRECTOR  FDsTDS  AND  DETERMIMES  AS 
-OLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  DIRECTOR,  AND 
MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT 
OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UN'DER  THE  TERMS 
OF  THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANQSCO. 

i 

fHE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

1.  _3IL     DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 

2.  30      DAYS  TO  MEET  PLAN  REVIEW  PROCESS. 

3.  _2£L     DAYS  THEREAFTER,  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 
;4.         THIS  CASE  WILL  BE  REFERRED  TO  THE  STATE  FRANCHISE  TAX  BOARD. 
fHE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

fHE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
•OR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

'.PPEAL:    PURSUANT  TO  SECTION  203.®  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY  BE 
lPPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRTFING  ON  FORMS  OBTAIN-ED 
ROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94103. 
558-6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE 
OSTING  AND  SERVICE  OF  THIS  ORDER. 


VERY  TRULY  YOURS, 


FRANK  Y.  emu,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


ATE  APPROVED: 

lonc  No.  (415)  558-6454 


APRIL  6,  1995 

FAX  No.  415-558-6474 


(mI\U:ooaforml) 


ly  and  County  of  San  Francisco  Department  of  Public  Works 

Bureau  of  Building  Inspection 
1660  Mission  Street 
San  Francisco,  CA  94103 

NOTICE  OF  VIOLATION 

[TALY  B  &  LUDWILLA  DATE:  S«ptMib«r  28.  1994 

lis  LN  .  PROPERTY  ADDRESS:  197  DOWNEY  ST 

!)  CA  ASSESSOR'S  BLOCK:  1269    LOT:  110 

94403  COMPLAINT  NUVBER:  H9403338 

HOUSING  INSPECTOR:  DUSTY  LOWERY 


558-6205 


lilAL  NOTICE  COMPLAINT  NOTICE  OTHER 


ilOPERTY  OWNER(S).  THEIR  SUCCESSORS.  AND  ALL  OTHER  PERSONS  HAVING  AKY  INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IM 
"AND  COUNTY  OF  SAN  FRANCISCO: 

jlKE  NOTICE  -that  the  described  precises  were  Inspected  by  inspectorts)  of  the  Bureau  of  Building  Insp«ct1on  of  the 
hit  of  Public  Work*.    As  a  result  of  the  inspection,  violations  were  found  to  exist  and  were  listed  in  the  notice  of 
I  sailed  to  the  owner(s). 

iLY.  the  ovner(s)  of  the  above  described  property  are  required,  within  the  tiee  Halt  set  forth  in  the  not1ce(s}.  to  aake 
I  on  (if  required)  for  the  necessary  peraits.  to  correct  the  conditions  in  the  precises  and  to  obtain  peraits  and  proceed  to 
:|he  conditions  diligently  and  expeditiously,  and  to  coaplete  the  work  within  the  specified  tiae  on  the  ittached  MOTIC£(S) 

Warning 

I  17274  and  24436.5  of  the  Revenue  and  Taxation  Code  provide,  interalia.  that  a  taxpayer  who  derives  rental  incoa*  froa 
lleterained  by  the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state  or  local  codes  dealing  with 
I|bu1lding.  health  and/or  safety,  cannot  deduct  froai  state  personal  incoae  tax  and  bank  and  corporate  1nco«e  tax. 

IS  for  interest,  depreciation  of  taxes  attributable  to  such  substandard  structure  where  substandard  conditions  are  not 

I  within  six  (6)  Bonths  after  notice  of  violation  by  the  regulatory  agency. 

i|03(a}  of  the  Building  Code  provides  that  structures  aaintained  in  violation  of  the  Municipal  Code  are  public  nuisances 
|ch  are  subject  to  abateaent  and  condeanation. 

I  >06  of  the  Housing  Code  provides  that  any  person,  the  owner(s)  or  his  authorized  agent  who  violates,  disobeys,  oaits. 
or  refuses  to  coaply  with  the  Housing  Code,  or  any  order  of  the  Superintendent  or  the  Director  of  Public  Works,  aade 
to  this  Code,  shall  be  guilty  of  a  aisdeaeanor. 

It  application  (If  required)  by  the  attached  notlce(s).  aust  be  applied  for  within  the  tiae  Halt  set  forth  in  the 
i|.    When  the  owner(s)  or  his  agent  has  not  applied  to  the  Central  Perait  Bureau  of  the  City  and  County  of  San  Francisco 
nd  all  peraits  required  by  law  to  perfora  all  work  necessary  to  cause  said  preaises.  and  all  parts  thereof,  to  confora 
r  applied  to  said  Central  Perait  Bureau  for  a  perait  to  deaolish  the  structure  at  said  preaises.  and  taken  all  action 
I  to  procure  the  issuance  of  said  perBlt(s)  without  delay,  including  the  filing  of  plans,  drawings,  and  specifications 
^therefor,  and  thereafter  if  work  .is  not  being  prosecuted  diligently  and  expeditiously  and  continuously  toward 
n,.  this  c4s*  will  be  referred  to  the  Director  for  abateaent  proceedings  or  such  other  action  as  aay  be  provided  by  law. 

f  corrections  is  not  coapleted  or  being  diligently  and  expeditiously  and  continuously  prosecuted  after  six  (6)  aonths  froa 
I  notification  will  be  sent  to  the  Franchise  Tax  Board  as  provided  in  Section  17274(c)  of  the  Revenue  and  Taxation  Code. 

NFORCEMENT  WILL  BE  BORNE  BY  THE  OWNER,  Section  203(b)3  of  the  San  Francisco  Building  Code  provides  for  assessaent  of  the 
I  Building  Inspection's  costs,  including  preparation,  inspections,  appearances  at  hearings  and  all  attendant  costs  of 
Ion  If  coapliance  with  this  notice  is  not  effected  in  a  tiaely  Banner. 

^ng  Inspector  will  answer  questions  you  aay  have  regarding  the  NOTICE(S)  on  any  weekday  between  8:00  and  9:00  a. a.  or 
1:00  and  5:00  p. a.    You  aay  call  the  inspector  at  558-6220  or  see  the  inspector  in  person  at  1660  Mission  Street.  Sixth 
<r1i>0  the  SBBM  hours. 

iplications  (If  required)  are  to  be  filed  at  the  Central  Perait  Bureau.  1660  Mission  Street,  First  Floor.    A  post  card 
ailed  to  you  by  the  Central  Perait  Bureau  when  the  building  perait  is  ready  to  be  picked  up. 

■  letlon  of  all  required  work,  you.  aust  contact  the  Inspector  for  a  final  inspection,  unless  otherwise  specified. 

Dot  Yee 

Superintendent 

Bureau  of  Building  Inspection 

»URS:  8  to  A  AM  :  4  to  5  PM  A 

(3 


y  and  County  of  San  Francisco 


Department  of  Public  V/orks 
Bureau  of  Building  Inspection 
1660  Mission  Street 
San  Francisco,  CA  94103 


LUSKIN  VITAZ.Y  B  &  LUDMIZXA  E 
LUSKIN  VlThLY  B  6  LUDUILLA 
3409  CHRIS  LN 
SAN  MATEO  CA 


DATE: 
LOCATION: 


September  26,  1994 
197  DOWNEY  ST 
SAN  FEANCISCO,  CA 
E940333e 


.  7ou  are  hereby  ordered  to  comp]^  with  the  fofiowing  requlrement«: 

INSPECTION  9/22/94,  SENT  LETTER  FOR  REQUEST  FOR  INSPECTION.   APPEARS  TO 
■  HAVE  ILLEGAL  UNIT  AT  LOVfER  RIGHT  HAND  DOOR  OF  BUILDING   (FACING  BLDG)  . 
RECORD  SHOWS  R-3  2  UNITS. 

NO  ENTERY  9/26/94  .„„-^^-rK 


(1)  PERMIT  RESEARCH  FOR  THIS  BUIDING  REVEALED  NO  VALID  PERMITS  EITHER 
ISSUED  OR  CLEARED  BY  ANY  INSPECTOR  TO  ALTER  OR  REMODEL  THIS  BUILDING  TO 
IT'S  PRESENT  USE  AS   (3)  THREE  UNITS  ON  THREE   (3)   FLOORS  (ILLEGAL 
BASEMENT  UNIT) . 

THE  LEGAL  USE  OF  THIS  BUILIDING  IS  TWO   (2)   UNITS  ON  TWO  FLOORS  WITH  A 
BASEMENT ( GARAGE ) . 

YOU  ARE  REQUIRED  TO  WITHIN  30  DAYS  OBTAIN  ALL  REQUIRED  BUILDING 
PERMITS,   TO  LEGALIZE  OR  REVERT  BACK  TO  LAST  LEGAL  USE.   TWO  SETS  OF 
FLOOR  PLANS  AND  ELEVATIONS  ARE  REQUIRED  TO  BE  SUBMITTED  WITH  PERMIT 
APPLICATION. 

(2)  THIS  IS  NOT  AN  COMPLETE  INSPECTION. 

The  above  orders  must  be  complied  with 'within     30  days. 


WHEN  ALL  WORE  IS  COMPLETE  CALL  THE  INSPECTOR  FOR  FINAL  INSPECTION  . 

8  TO  9AM:      4  TO  5PM  '  558-6205  DUSTY  LOWEEY 

OFFICE  HOURS  PHONE  Housing  Inspector 


9X9X9Z 


(3 


I 


ma 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


OFFICE  OF  THE  SECRETARY 

Date:     June  23,  1995 


NOTICE  OF  AAB/FTB  HEARING 
Revised  Copy 

Nature  of  Appeal: 


[X] 


Director's  Order 


Appellant's  Name  &  Mailing  Address:       [  ]       Franchise  Tax  Board  Notices 
Caridad  Gravitt  Trustee   [  ]  Other  


2263  Market  Street,  #2   PROPERTY  ADDRESS  2263  Market  St.,  #4 

San  Francisco.  CA  94114  BLOCK      3559       LOT  016  


APPEAL  NO.     6605      Source  Code  DCO 


INSPECTOR      Robert  Noelke  

Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 
April  28,  1995,  will  be  heard  by  the  Board  at  3:00  p.m.  on  July  7.  1995,  Friday  in  Room  428, 
War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103 
or  call  (415)  558-6466.  Please  bring  any  documents  and  information  that  may  support  your 
appeal  such  as  contracts,  permits,  etc.  Failure  to  be  represented  wUl  constitute  an  automatic 
denial. 

You  are  entitled  to  appear  personally  with  your  witnesses,  if  any,  and  to  have  with 
you  counsel  of  your  choice. 


Very  truly  yours, 
cc:  William  A.  Gravitt  ^  q. 

Market  Street,  Suite  119  ^-rjf  jluM^ 

San  Francisco,  CA  94114  Sean  McNulty,  Secretary 

Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant  . 
[p:tds\aab-hrg] 


(415)  558-6454         1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103 


APPEAL  TO  THE  ABATEMENT  .APPEALS  BOARD 
OF  THE  CTTY  AND  COLT^mr  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


APPEAL  FILING 

Re  Apoeai  with 
Abaiement  Appeals  Soa/d 

1650  Mission  Screet 
San  Francsco,  CA  94103 
Tel.  No.  558-6454 

•/ 


RUNG  FEE:  $ 


Uia^.kfK  ^,  ^/'<t^tC^  'Jn^tec  Appeal  Number  6^6^05 

Appellant  ^ 


7 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  EE,  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  ti\e  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on  . 

(2)  The  affected  premises  are  located  at      ^2.^5    T^S^k^  , 

San  Francisco.  They  contain       ^  dwelling  units  and  rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  crom,  / 
together  with  an^  material  facts  relating  thereto.  /f//^X  ^.e^>cA4<JC  k^a^/fU<ih^f  ^M^X^ 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be  , 
modified  or  reversed  by  this  board.  ^^^i£A^.  i^^J'A/i^a.^^X^ Cim&hu^ 


XAftach  additional  lne€t(s)  if  necessary.)  ■  '' 

(5)  The  undersigned  is  the  ownq^ agent)  (state  which)  of  the  premises  described  in. 


ine  unaersignea  is  tne  ownqr/ageny  (state  wnicn;  or  tne  premises  aescnDed.  in. 
Paragraph  (2)  above  ^/-^^tfe^7s^7>g<y2^/^/^^^  iTUmS^  tiu.  y»A>jMV^ 


(6)  The  otfidai  address  of  the  undersigned  is: 


Tel.  No. 


.Date  Filed  Signature  (Print  Name  Below) 

0  _  u^iuuifiiH  fit.  ^Mt^nt 


File  Abatement  Appeals  Board  (AAB).       ^  ~^ 
1660  Mission  Street,  6th. Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 


I 


YOUR  PERSONAL  BEST 

EXERCISE  EDUCATION,  HEALTH  AND  FITNESS 


LEASE  AGREEMENT  FOR  FOUR  MONTHS  OR  LESS 

The  tenancy  at  2263  Market  Street,  unit  numbers  3  and  4  (hereinafter  referred  to  as  "preniises") 
is  changed  by  agreement  of  both  the  Landlord,  The  Caridad  Gravitt  Living  Trust,  and  Tenant 
Roy  Cameron,  d.b.a.  YOUR  PERSONAL  BEST™,  to  a  "Lease  Agreement  for  Four  Months  or 
Less". 

Tenant  agrees  to  vacate  the  premises  no  later  than  5  p.m.  four  months  or  earlier  from  the  date 
this  agreement  is  signed.  We  assume  no  responsibility  for  any  individuals  or  entities  that  may 
occupy  the  premises  after  we  have  vacated  the  premises.  Tenant  shall  pay  the  normal  rent  as 
it  comes  due  through  date  of  vacating  of  the  premises  except  as  noted  below. 

As  part  of  entering  into  this  agreement  all  communications  oral  and  written,  between  Landlord 
and  Tenant,  the  Cameron/ Kinvin  Partnership,  YOUR  PERSONAL  BEST'"",  and  its  employees 
are  to  be  coiisidered  confidential.  Any  breach  of  that  confidentiality,  in  particular  with 
Charles  Pick  of  A.Qj^.  or  CP.A.,  or  its  employees  or  associates. 

In  reference  to  the  California  Civil  Code  §1950.5  the  following  request  for  return  of  deposits 
applies  to  this  agreement  On  September  22,  1989,  a  deposit  of  $450.00  was  delivered  for  space 
#4.  Please  be  advised  that  the  lease  agreement  for  space  #4  states  that  $900.00  would  be 
applied  towards  the  last  months  rent.  On  December  17, 1991,  a  deposit  of  $387.50  was 
delivered  for  space  #3.  Our  understanding  of  the  Civil  Code  is  that  after  an  Inspection  of  the 
premises  these  deposits  will  be  returned  no  later  than  three  (3)  weeks  after  we  have  vacated 
the  premises.  The  $900.00  will  be  applicable  to  the  last  months  rent  on  space  #4-  The  total 
amount  to  be  returned  is  $837.50. 

If  the  tenant  agrees  to  move  out  earlier,  the  rent  shall  be  prorated.  Any  remaining  balance  of 
money  shall  be  returned  to  the  tenant,  in  addition  to  the  total  above. 

Various  controversies  concerning  the  promises  liave  arisen  between  the  parties.  Therefore,  in 
consideration  for  the  entering  into  of  this  Agreement,  the  parties  agree  to  mutually  release 
each  other  from  any  and  all  claims  that  they  might  have  against  each  other  as  of  the  signing 
of  this  release  agreement 

WilEajm  A.  Gravitt  as  Trustee  of  the 
Caridad  Gravitt  Living  Trust  Landlord 


Date 


a 


bn.  Tenant,  representing 
SONAL  BESTTM  and  himself 


cc  Paul  Smoot 


0) 


Market  Street,  Suite  306  •  San  Francisco,  CA  94114  .  Phone:  415/553-8635  •  Toll  Free:  800/359-9733  •  Fax:  415/553-8661 


DEPARTMENT  GF  BUILDmG  mSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


ADDRESS: 

2263  MARKET  ST.,  #4 

BLOCK:      3559      LOT:  oie 
SEQ:  01       CASE:  DC 

DH:  NO.  33658 
INSPECTOR:  ROBERT  NOELKE 

DISTRICT:  38 

ORDER  OF  ABATEMENT  UNDER  SECTION  203-203.R  OF  THE  BUILDING  CODE 

ORDER  NO.  1013-A 

HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECnON  AGAINST 
I  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON      APRIL  6,  1995       IN  ACCORDANCE  WITH 

THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  203.  THE  HEARING  WAS  CONDUCTED  BY  A  REPRESENTATIVE 
I  OF  THE  DIRECTOR.  THE  OWN^R  WAS  REPRESENTED. 

j  BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING.  THE  DZRECTOR  FINDS  AND  DETERMINES  AS 
I  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  DIRECTOR.  AND 
MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT 
OF  BUILDING  INSPECTION. 

,  3.        THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS 
OF  THE  BUILDING  CODE  OF  TOE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

1.  DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 

2.  30       DAYS  TO  MEET  PLAN  REVIEW  PROCESS. 

3.  _3g_     DAYS  THEREAFTER.  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 
THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

APPEAL:    PURSUANT  TO  SECTION  203.(i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY  BE 
APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST..  6TH  FL..  SAN  FRANCISCO;  CA  94103. 
(558-6454).  AND  MUST  BE  FILED  WITO  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE 
POSTING  AND  SERVICE  OF  THIS  ORDER. 

VERY  TRULY  YOURS. 


GRAVITT  CARIDAD  TRUSTEE 

2263  MARKET  ST.,  #2 

SAN  FRANCISCO,  CA  94114 


FRANK  Y.  CHIU.  DIRECrrOR 
DEPARTMENT  OF  BUILDING  INSPECTION 

)ATE  APPROVED:  APRIL  6.  1995  O 

  n) 

•hone  No.  (415)  558-6454  FAX  No.  415-558-6474  V_y  (mlXUiooaform  1) 


<y  and  County  of  San  Francisco 


NOTICE  OF  VIOLATION 


Dep)artment  of  Public  WorV 
Bureau  of  Building  Insp«ctJc 


of  the  San  Francisco  Municipal  Codes  Bearding  Unsafe, 
Substandard  or  Noncomplylng  Structure  or  Land  or  Occupancy  Thereof 


1ST  NOTICE 


S-COND  NOTICE 
mER 


(CIRCLE  ONE) 


NOTICE  DATE  h^Jl-^^l^ 


iDRESS 


^jPLATlGN  DESCRIPTION: 


BC-8  liking  Code 
HC-Housing  Code 
EC-Etectricai  Code 


PC-PlLiTTibir>a  Code 
MC-».*ecKani3J  Coo 

CODE/SECnON* 


^fiparrh  of  thf=>  pf^rmil-s  for  -hhis  building  revealed  that  there 


«rp  no  valid  pprrnits  f^ithf>r  issued  or  cleared  by  any  inspector 


i  alter  or  remodel    this  building  to   it's  present  use  as 


present 

4- 


301  B.C 


0( CjJ^iAjl  y 


'e  ipgai  usft  nf  this 


mg  IS 


4     4  (l^'t^J  LJuTi  AiA^TTM^^ 


IE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 

u  are  required ^  within  3  0  days^  to  file  a  building  pennit  

{  legalize  or  to  revert  back  to  the  last  legal  use.  

^o  sets  of  floor  plans  are  required  to  be  submitted  with  a  building 
rmit  application.  


□  stop  ALL  WORK 


i'ESTIGATlON  FEE  OR  Fee  (Work  w/oPeonit  after  1/1/19€7)  A  2x  Fee  fWortc  Ejcceedno  Sccoe  of  F^rmrt 

work  w/o  permit  irom  i'1/SO  to  iri/'S^ 


HER  FEE  WILL  APPLY 

f'ROX.DATEOF 

W/O  PERMrr_  


Reinspedion  Fee 
I    I  Other  


r~l  No  Penarty  (Work  w/o  perrTtit  prior  to  9/1iS0J 


i^vaaA  to  5FBC  304(e)  and  3323  investigation  feesaiB"char^ed  for  work  begun  without  permits  or  for  work  excEscting  Ih*  scope  of  pcrruts.  Such  fc«  Dty 
^^t3^>ealed  to  the  Board  of  Permits  Aooeafa  within  15  davs  or  oermit  action  .  Room  154-A,  Qtv  Hal],  554-6720. 


(lRNINGI  f  ailiire  to  taike  immediate  action  as  required  to  correa  the  above  violations  will  result  In  abatement  orocesdincs  by  the  I>eparTmen:  a/ 
;lic  Works.  If  an  Order  of  Abatement  is  recorded  a^inst  this  property  the  owner  will  be  billed  or  the  uiupertv  wUl  be  liened  for  aD  cosa  mczrred  <fee. 
»!  enforcement  proceas  from  the  posting  of  the  fii^rJotice  of  Viblation'  until  all  costs  are  paid.  bt-tjClCSib)  &  VO  ^  

tkJlNINGI  Anjrone  who  derives  roital  income  from  housing  determined  by  the  Bureau  of  Building  Inspectian  to  be  substandard  cznnot  deduc  fa-ctr 
; !  posonal  income  tax  and  bazUc  and  corporate  inccsme  tax  interest,  depredation  or  taxes  attributable  to  such  substandard  iimci^ir^  H  cxrectjon  wane  '\j 
Jxnnpleted  or  being  diUgaitlv,  expeiiitioxBly  and  continuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notlficatian  wiH  be  sent  to  *£ 
ridrise  Tax  Board  as  provided  in  Section  17264<c3  of  the  Revenue  and  Taxation  Code. 


:  FURTHER  MFOnUATlON  CONTACT  INSPECTOR 
P,E. 

ing  Inspection 


OSCAR  J.  WILUAMS 


I!" 


□ 

D 


BoBdng  Inspectioo  Division 

Room  201 .  A50  McATcster  St  558-6C 

Housing  Inspection  Dfvision 

Room  302.  450  McAiistar  SL  £58-62: 

Sectncarinspedion  DrviMsn 

Room  1CX3.  450  McAIi* tar  SL  S5B-6C; 

Plumbing  Inspection  Divtuon 

Room  1(33.  450  McAKstw  St  55a-5C 

Code  Enforcement  Dfvisioo 

Room  260.  1390  Market  St  S5*-87- 


Jt^  and  County  of  San  Francisco 


j^First 
□  Second 


Bureau  of  Building  Inspection 
450  McAllister  Street 
San  Francisco,  CA.  94102 


NOTICE  OF  VIOLATION 


DATE:  

PROPERTY 
ADDRESS:. 


2m  /ha(tjr  ft 


□  ANNUAL  NOTICE 


ASSESSOR'S  BLOC 
HOUSING 
.INSPECTOR:. 


)Q<r>vV^  ■!>  V  LOT:  J  L 


COMPLAINT  NOTICE 


□  OTHER. 


TO  THE  PROPERTY  OWNER(S),  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING  ANY  INTEREST  IN  THE  ABOVE  DESCRIBED 
PROPERTY  LOCATED  IN  THE  CITY  AND  COUNTY  OF  SAN  FRANQSCO: 

PLEASE  TAKE  NOTICE  that  the  described  premises  were  inspected  by  inspector(s)of  the  Bureau  of  Building  Inspection  of  the  Department  ofPublic  Works. 
As  a  result  of  the  inspection,  violations  were  found  to  exist  and  were  listed  in  the  notice  of  violation  mailed  to  the  owner(s). 

ACCORDINGLY,  the  ownei(s)  of  the  above  described  property  are  required,  within  the  time  limit  set  forth  in  the  notice(s),  to  make  application  (ifrequired) 
for  the  necessary  permits,  to  correct  the  conditions  in  the  premises  and  to  obtain  permits  and  proceed  to  correct  the  conditions  diligently  ind  expeditiously, 
and  to  complete  the  work  within  the  specified  time  on  the  attached  NOnCE(S). 

Warning 

Sections  17274  and  24436.5  of  the  Revenue  and  Taxation  Code  provide,  interalia,  that  a  taxpayer  who  derives  rental  income  from  housing  determined  by 
the  local  regulatory  agency  to  be  substandard  by  reason  of  violation  of  state  or  local  codes  dealing  with  housing,  buiIding,heaUh  and/or  safety,  cannot  deduct 
from  state  personal  income  tax  and  bank  and  corporate  income  tax,  deductions  for  interest,  depreciation  of  taxes  attributable  to  such  substandard  structure 
where  the  substandard  conditions  are  not  corrected  within  six  (6)  months  after  notice  of  violation  by  the  regulatory  agency. 

Section  203('a'^  of  the  Building  Code  provides  that  structures  maintained  in  violation  of  the  Municipal  Code  are  public  nuisances  and  as  such  are  subject  to 
abatement  and  condemnation. 

I  Section  306  of  the  Housing  Code  provides  that  any  person,  the  owner(s)  or  his  authorized  agent  who  violations,  disobeys,  omits,  neglects,  or  refuses  to  comply 
Iwith  the  Housing  Code,  or  any  order  of  the  Superintendent  or  the  Director  of  Public  Works,  made  pursuant  to  this  Code,  shall  be  guilty  of  i  misdemeanor. 

Any  permit  application  (if  required)  by  the  attached  notice(s),  must  be  applied  for  within  the  time  limit  set  forth  in  the  notice(s).  When  the  owTier(s)  or  his 
agent  has  not  applied  to  the  Central  Permit  Bureauofthe  City  and  County  of  San  Francisco  for  any  and  all  permits  required  by  law  to  perform  all  work  necessary 
to  cause  said  premises,  and  all  parts  thereof^  to  conform  to  law,  or  applied  to  said  Central  Permit  Bureau  for  a  permit  to  demolish  the  structure  at  said  premises, 
and  taken  all  action  necessary  to  procure  the  issuance  of  said  permit(s)  unthout  delay,  including  the  filing  of  plans,  drawings,  and  specifications  required 
therefor,  and  thereafter  if  work  is  not  being  prosecuted  diligently  and  expeditiously  and  continuously  toward  completion,  this  case  will  be  referred  to  the 
jDirector  for  abatement  proceedings  or  such  other  action  as  may  be  provided  by  law. 

If  work  of  corrections  is  not  completed  or  being  diligently  and  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date,  notification  will 
be  sent  to  the  Franchise  Tax  Board  as  provided  in  Section  17274(c)  of  the  Revenue  and  Taxation  Code. 

COST  OF  ENFORCEMENT  WILL  BE  BOR>rE  BY  THE  OWNER.  Section  203(b)3  of  the  San  Francisco  Building  Code  provides  for  assessment  of  the  Bureau 
of  Building  Inspection's  costs,  including  preparation,  inspections,  appearances  at  hearings  and  all  attendant  costs  of  this  action  if  compliance  with  this  notice 
is  not  effected  in  a  timely  manner. 

The  Housing  Inspector  will  answer  questions  you  may  have  regarding  the  NOTlCE(S)  on  any  weekday  between  8:00  and  9:00  a.m.  or  between  4:00  and  5:00 
p.m.  You  may  call  the  in^jector  at  558-6220  or  see  the  inspector  in  person  at  450  McAllister  Street,  Room  302,  during  the  same  hours. 

Permit  applications  (ifrequired)  are  to  be  filed  at  the  Central  Permit  Bureau,  450  McAllister  Street,  Room  1 04.  A  post  card  will  be  mailed  to  you  by  the  Central 
Permit  Bureau  when  the  building  permit  is  ready  to  be  picked  up. 

Upon  completion  of  all  required  work,  you  must  contact  the  Inspector  for  a  final  Inspection,  unless  otherwise  spccined. 


L.  L.  Litchfield, 
Superintendent 
Bureau  of  Buil 


oov93      Revised  5/93 

OFFICE  HOURS:  8  to  9  AM  :  4  to  5  PM 

IIID-90-A 

K)03-H-05-A 


•Si* 


Housing  Inspector 
PHONE  558 


CITY  AND  COUN"nr  OF  SAN  FRANCISCO 
ABATEMENT      APPEALS  BOARD 


NOTICE  OF  AAB/FTB  HEARING 

OFFICE  OF  THE  SECRETARY   r;  1  TT;  

Revised  Copy 

Date:     June  23,  1995  Nature  of  Appeal: 

[  ]       Director's  Order 
Appellant's  Name  &  Mailing  Address:       [x]      Franchise  Tax  Board  Notices 
Tim  Mar  &  G.  Gary  &  M.  Choy         [  ]  Other  


822  Congo  Street   PROPERTY  ADDRESS  43-43  1/2  Liberty  St. 

San  Francisco,  CA  94131  BLOCK     3608       LOT  078  


APPEAL  NO.     3397      Source  Code  DCO 


INSPECTOR      Robert  Noelke 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  filed  with  the  Abatement  Appeals  Board  on 
June  9,  1995,  will  be  heard  by  the  Board  at  3:00  p.m.  on  July  7,  1995.  Friday  in  Room  428, 
War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  at  the  Abatement  Division  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103 
or  call  (415)  558-6466.  Please  bring  any  documents  and  information  that  may  support  your 
appeal  such  as  contracts,  permits,  etc.  Failure  to  be  represented  will  constitute  an  automatic 
denial. 

You  are  entitled  to  appear  personally  with  your  witnesses,  if  any,  and  to  have  with 
you  counsel  of  your  choice. 

Very  truly  yours, 

Sean  McNulty,  Secretary 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant  . 

[p:tds\aab-hrgl 

(415)  558-6454         1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103 


6^ 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 


FHANCHISS  TA2  BOAilD 


Appellanc 


APPEAL  RUNG 

Re  Apoeal  wi  ji 
Abatement  Appeals  Scard 

1660  KVssion  SJee! 
San  Franasco.  CA  94103 
Td.  No.  553-0454 

RUNG  FEE:  S  ^ 


Appeal  Number     .33  ^ 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant 

to  Section  203   (£)"  of  the  Building  Code,   part  II,    Chapter  I,   of  the 

San  Francisco  Municipal  Code,  and  makes  the  follcwing  allegations  in  ccnnecrcica 

therewith: 

(1)  The  affected  premises  are  located  at     ^  3    "  L/B6^'7y    ^  Y  , 

San  Francisco.     They  contain  —         dweili_ng  units  and 

rooming  units. 

(2)  (State  in  ordinciry  and  concise  language  the  specific  nature  of  the  action 
appealed  from  together  with  any  material  facts  relating  there-co). 


(3)      (State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  ac-icn 
should  be  modified  or  reversed  by  this  board) - 


(Attach  additional  sheet (s)   if  necessary.) 

(4)  The  undersigned  is  the  owner /agent ,   (state  which)  of  the  premises  described 
in  Paragraph  (2)   above  ///VI      Al .  . 

(5)  The  official  address  of  the -undersigned  is: 


Tel.  No 


Dated 


Signarure   (Pri-nc  Name  Beicw) 

1660  Mission  St.,  San  Francisco,  'CA    94103    Tel  (415)558-6454 
ml/FTB-Form 


© 


':^ECORDING  REQUESTED  BY  AND  MAIL  TO: 


Dep't.  of  BanrtiTHj  Inspection 
c/o  KsxljM  Um 
1660  KlMion  St.,  6th  PI. 
S*n  Franclsoo,  CA  94103 


DC 


95-032 


NOTICE  OF  NONCOMPUANCE 

(Substandard  Rental  Housing) 


1.  DATE  OF  NONCOMPUANCE 
Juna  1,  IBSS 


condmon  within  1  oXs  from      dat^^^^^^^^        Fr^chirA        "^''"1  ^^0^"  "^'"^  °^  substand^d 


■me  notice  is  given  to  you  pursuant  to  Section  17274  or  Section  24436.5  of  the  Caiifomia  Raven 

2.  NONCOMPUANCE  PERSON(S) 

(Attach  additional  schedule  if  necessary) 


ue  and  Taxation  Code. 


2)  Name(s)  of  Owner(s): 


K&S  TIM  «  GUa  G 
t  C3PY  M —  


822  CozM|o  Street 
1«Ti  Pfanrl»<-n,  C3L 


(b)  Mailing  Address 


(c)  CaJrfomta  ccrpofaccn  rKj.. 
(etieral  empioyer  icentrficaDco 
no.,  or  socaJ  secsjrrry  no. 


94131 


-A 


W>.^DPEss  3.  SUBSTANDARD  RENTAL  HOUSjNG  PROPERTY 

•43-43  1/2    LIBEHTX  STRKBI 


MAIUNQ  AOgRgS  ||2|^L^FD|FF|^ENT  FROM  THE  STREET  ADDRESS) 


(b)  PAflCELXNUMBER 


LOT  NUMBER 

3608 


m 


NUMBER 


DESCRIPT10N^.E^(X)NDQS^NIU^L^P|^  APARTMENT  HOUSE.  ETC.) 


Of  Building  Inflection,  Bouing  Inepectloa  S«rric«s 


lEGULATORY  AGENCY  ADDRESS 

^1660  If  1— ton  St.,  6th  Floor, 


,  cn  »4ioa 


'Q'^REJ^F  AUTHORI2ED  HERRESa^ATIVE  OF  REGUUKTORY  AGENCY     f  \  

OF  PERSON  TP  CO^^•ACT  FOR  ADPmONAt.  INFORUATIOH  ~ 


7.  DATE  OF  S4GNATUBE 

June  1,  09S 


9.  TELEPHONE  ' 

«15)  S5«-<6464 


l,?^:.Whita- Agency        Yellow  -  Franchisa.Tax  Board  ^^^^'^-,90^^^^  C^.nr:7ZTZZ7. 


NOTICE  OF  VIOLATION 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


Cit^^'aTi^  County  of  San  Francisco 

y^-^-tlM/^J  of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 

Substandard  or  Noncompfying  Structure  or  Land  or  Occupancy  Thereof 

NOTICE  DATE  /'^fT^fJ 


=RST  NOTICE^ 
SECOND  NOTICE 


:ther 


(CIRCLE  ONE) 


BC-Buik5r>g  Code 
HC-Housing  Code 
EC-ElectncaJ  Code 

>0LAT10N  DESCRIPTION:      i?.^^  ^-H  Aa,/J.'.^  nf 


PC-Plumbing  Code 
MC-Mechani::aJ  Code 

GODE/SECT10N» 


/ 


1^ 


5^  / 


6- 


\E  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 


□  STOP  ALL  V/ORK 


'7^ 


7^ 


'r^  gfviy^/yr  /^//gC   h-''0r?-rLc^  ^/^<c7^V^/  /2e^o^r^  ^ri!^^^^  /1'2-Y-iz. 

(Tk  9x  Fee  (Work  w/o  Remit  after  1/1/1967) 
i^i  Reinspection  Fee 
/^rr   □  other  


/ESTIGATION  FEE  OR 
J  HER  FEE  WILL  APPLY 


PROX.DATEOF 
KRK  W/O  PERMH' 


yA^  2x  Fee  (V/ofk  Exceednq  Scope  of  Permit  ci 
work  w/o  permit  nxim  9.'1/50  to  1/1/S7) 
I    I  No  Penalty  (Work  w/o  permit  prior  to  9/1/90) 


ds\iant  to  SFBC  304<e)  and  3323  investigation  fees  are  charged  for  work  be^an  without  p>ermits  or  for  work  exc3edj~.g  t>.e  scope  of  permits.  Scch  fees 
;ippealed  to  the  Board  of  Permits  Appeals  wthin  15  days  of  permit  acticri  "Room  1S4-A,  Gty  Hall  554-6720.  '_ 

^VRhTING!  Failure  to  take  immediate  action  as  required  to  correct  the  above  violations  v.t1I  result  in  abate-r.er.t  rroceedLrs  by  the  Etepertiner :  c: 
I  lie  Works,  If  an  Order  of  Abatement  is  recorded  a^inst  this  prcpcrtj-  the  owner  v,t!1  be  biOed  or  the  rropertv  -A-il  b€  iier^ed  for  aH  costs  ir.cjTed  l-  "J--: 
:e  enforcement  process  from  the  posting  of  the  first'^otice  of  Violation''  until  all  costs  are  paid.  SFBC  203<b)  d.  332.3  

\  VRNTNG!  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  substandard  cannot  deduct  frcm 
personal  income  tax  and  bank  and  corporate  income  tax  interest,  depreciation  or  taxes  attributable  to  such  substandard  structure.  If  correction  work  is 
c completed  or  being  diligentlv,  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date  c:  this  notice,  notificatian  *«ill  be  sent  to  Lhe 
richise  Tax  Board  as  provided  in  Action  17264<c)  q&  the  Revenue  and  Taxation  Code. 


\  FUHTICH  INFORMATION  CONTACT  INSPECTOR  ^ 


L  L  Litchfield.  P.E. 
Superintendent 
Bureau  of  Buiji 

By: 


pect:r  —  Print  Name) 


section 


1 


Inspector  Signature 


® 


at  □ 

□ 
□ 

□ 


Euiicfrg  Inspection  Division 
Room  201.  450  McAllister  SL 

Housing  Inspection  Divtsion 
Room  302,  450  -VtcAJlister  Sl 

Electrical  inspecbon  Dtvtsion 
Rccm  TC3.  450  McAllister  SL 

Plumbing  Inspection  Divisjon 
Room  103.  450  McAllister  SL 

Code  Enforcement  Division 
Room  250.  1390  Market  SL 


S58-6C9-; 
558-622: 

558-60 5U 
554-8747 


[ity  and  Cdunty  of  San  Francisco  Department  of  Public  Works 

Bureau  of  Building  Inspection 

NOTICE  OF  VIOLATION 

OF  TOE  SAN  FRAhOSCO  ^IJNIOTAL  OCDES  REND^^  /^^ 
"  H0USIN3  TO  BE  SUBSTANDARD  (PER  SECTIONS  17274  (b)  (2)  V 
AND  24436.5(b)  (2) ,  REVEl^JE  AND  TAXATICN  CODE)  /  ^ 

T/^     /fii-f-    '   Date:        /  ~  ^ ^-f  2l  ~ 

^T^Z-      (l^y^^i>   .  Address: 

Assessor •  s  Block  '3C<^^ Lot  V?  <^-r£^>7 


Hcxjsing       -  2\  - 
Inspector:    \  )  -  Cfi-^ic- 


no."- 


/  /    Routine  Qiecklist  Notice     /^^/    Coiplaint  Notice      /_  / 

TO  TOE  PR0PERT5f  CWNER(S)  ,  TOEIR  SUCCESSORS,  AND  ALL  OIHER  PERSCMS  HAVIN3  ANY 
INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTiT  LOCATED  IN  TOE  dlY  AND  COUTTIY  OF 
FRANCISCO: 

PLEASE  TAKE  NOTICE  that  the  abDve  c3escribed  premises  was  inspected  by 
inspector  (s)  of  the 'Bureau  of  Building  Inspecticn  of  the  Department  of  Public 
Works.    As  a  result- of  the  inspecticn,  ccriditicns(s)  was  found  to  exist  in  the 
notice  of  violation  nol  1  ed  to  the  owner  (s) ,  neintained  in  the  pronises  in 
violation  of  the  provisions  of  the  San  Francisco  Municipal  Code  dealing,  amcng 
other  things,  with  housing,  building,  health,  and/or  safety.    Rased  ijqpcn  this 
inspection,-  the  Superintendent  has  determined  and  declares  these  premises  to  be 
substandard  housing. 

ACCC»DINC3Ly,  THE  SUPERINTEI^DEOT  OF  TOE  BUREAU  OF  BUILDING  DGPECmCN  HEREBY 
ORDERS  the  owner  (s)  of  the  above  described  substandard  prcperty,  within  the 
time  limit -set  f earth  in  the  notice  (s),  to  make  application  (if  required)  for 
the  nec^sary^ permits,  to  correct  the  ccnditicns  in  the  premises  irointained  in 
violation  of  the  Municipal  Code,  thereafter  to  obtain  permits  and  proceed  to 
correct  the  conditions  diligently  and  expeditiously,  and  to  ccmplete  the  work 
within  the  specified  time  on  the  attached  NOTICES  (S) . 

ViARNING 


Sections  17274  and  24436.5  of  the  Revenue  and  Taxation  code  provide, 
interalia,  that  a  taxpayer  v4k)  derives  r^tal  income.  frorAhousing  detemined  ty 
the  local  regulatory  agency  to  be  substandard  by  reaunft^ot  violation  of  state 
or  local  codes  dealing  with  housing,  building,  health  and/or  safety,  cannot 
deduct  frcm  state  perscxial  incone  tax  and  bank  and   corporate  income  tax, 
deductions  for  interest,  depreciation  or  taxes  attributable  to  such  substandard 
structure  vdiere  the  substandard  ccnditions  are  not  corrected  within  six  (6) 
months  after  notice  of  violaticn  by  the  regulatory  agency.     (PLEASE  TAKE  NOTICE 
TOAT  TOE  DATE  OF  THIS  NOTICE  OF  VIOIATICN  MARKS  TOE  BBdMONG  OF  TOE  SIX 
VCmA  PERIOD)  .  rt. 


H5)  558-6220  861- 


450  McAllister  Street 


San  Francisco  94102  • 


Sectlcn  203.  (a)  of  the  BnildincT  code  provides  that  structures  maintained 
in  violaticHi  of  the  Municipal  Code  are  public  nuisances  and  as  such  are  subject 
to  abatement  and  ccndesmaticn. 

Sectiai  306  of  the  Housing  code  provides  that  any  person,  the  owner  (s)  or 
his  authorized  agent  vAio  violates,  discbeys,  emits,  neglects,  or  refuses  to 
coTipy  with  the  Housing  Code,  or  any  order  of  the  Sijperintendent  or  the  Director 
of  Public  Vforks,  made  pursuant  to  this  Code,  shall.be  guilty  of  a  misdemeanor. 

Any  permit  e^^plicaticn  (if  required)  by  the  attached  notice  (s) ,  must  be 
^plied  for  vd.thin  the  time  limit  set  forth  in  the  notice  (s) .    When  the  - 
owner  (s)  or  his  agent  has  not  acplied  to  the  Central  Permit  Bureau  of  the  City 
and  County  of  San~  Francisco  for  any  and  all  permits  required  by  law  to  perform 
all  work  necessary  to  cause  said  premises,  and  all  parts  thereof ,  to  conform  to 
law,  or  applied  to  said  Central  Permit  Bureau  for  a  permit  to  demolish  the 
structure  at  said  premises,  and  taken  all  action  necessary  to  procure  the 
issuance  of  said  permit  or  permits  without  delay, "including  the  filing  of 
plans, drawings,  and  specifications  required  therefor,  and  thereafter  if  work  is 
not  Toeing  prosecuted  diligently  and  expeditiously  and  ccntinously  toward 
ccnpleticn,  this  case  will  be  referred  to  the  Director  for  ccndemnatiai  or  svxii 
other  action  as  iry  be  provided  ty  law. 

If  work  of  correction  is  not  ccnpleted  or  being  diligently  and 
e3Q5editiously  and  continously  prosecuted  after  six  (6)  rocxiths  frcm  the  date 
hereof,  notificatioi  will  be  sent  to  the  Franchise  Tax  Board  as  provided  In 
Section  17274  (c)  of  the  Revenue  and  Taxation  Code'. 

COST  OF  EIMFORCEMENT  V/TT.T.  BE  BORNE  BY  THE  CVJNER  -  -  . 
-  Secticxi  203(b)  3  of  tte  San  Francisco  Building  ^obde;  provides  for  assessment 
of  the  Bureau  of  Building  Inspection' s  costs ,  incltiding  preparation, 
inspecticns,  appearances  at  hearings  and  all  attendant  costs  of  this  action  if 
canpliance  with  this  notice  is  not  effected  in  a  timely  manner. 

The  Housing  Inspector  will  ansv^r  questions  you  may  have  regarding  the 
NOnCE(S)  on  any  v^ekday  between  8:00  and  9:00  a.m.  or  betv^en  4:00  and  5:00 
p.m. .    You  may  call  the  inspector  at  558-6220  or  see  the  inspector  in  person 
at  Roan  302,  450  McAllister  Street  during  the  saire  hours. 

Permit  applications  (if',  required)  are  to  be  filfyi  at  the  Central  Permit 
Bureau,  450  McAllister  Street,  Roan  104.    A  post  card  will  be  mailed  to  you  by 
central  Permit  Bureau  vtoen  the  building  permit  is  ^reacSty  to  be  pickedn?>.  . 

Upon,  caipleticn  of  all  required  work,  you  must  contact  the  inspector  for  a 
final  inspection. 


L.  L.  Litchfield,  PE_:; 

Sig?erintf^ndent   

Bureau  of  Building  Inspection 


2/6/89 
DPCRCN 


San  Francteco  Department  o(  public  Wofte  •  •  Electrical  inspection  DMston 

Bureau  of  BuDdJng  Inspection  y.'  ; :  -.  •    450  McAifeier  Street ' '  • 

•  ^  San  Frandsco.  CA  94102 

\  '  415-558-6030 

ELECTRICAL  INSPECTION  REPORT 

Locatbn       ^3,  A3i.  A5  Liberty  Street   ^Bk.f7-/1231 

Ornier   Bedrical  Inspector  Fross  


Date  of  Inspection  11-24-92  {BuMn^^k>us\i^\r\speaor  Gog^a 


The  Henw  checked  bekiw  are  those  requiring  correction  In  accordance  with  San  Francisco  Bectrfcal  Code  and^or 
Housing  Code,  and  other  adopted  Codes. 

Based  on  the  following  report  ft  te  required  that  the  violations  he  corrected  by  a  Bcensed  registered  contractor  subject  to 
permit  and  Inspectloa 


I.     Hazardous  wiring  Is  In  evidence  and  shaD  be  removed  or  corrected  '  ^' 


2.     Unapproved  portable  cords  are  fastened  to  the  buBding  stnjcture 


*  (EC90'^7-38b).H.C.405  &  708. 


  "C^^  E^400^.H.C.70a. 

3.     The  main  electrical  sen^lce  Is  (deteriorated)  (Inadequate)  In  a  hazardous  condition.  iri6tiil"approved  enclosed 
dead  from"  sendee  wiring  and  equ^)ment.  adequate  for  the  load  served.  EC.  Section  230  s^rvtees,  KG.  708. 

4     Electrical  appliances  are  plugged  Into  lighting  outlets  (location)  ^    "         \  ^     ^^i^'  y'f-   

 ; — ;  —   .^Removfl  appllarice  or  Install  approved  pJua 

receptacle  under  penntt  and  Inspection  by  this  Divistan.  .  H.C.  708  &  EC.  90-3. 

5.     Every  habitable  room  shall  have  at  least  one  (1)  electrical  plug  outlet  and  every  kitchen  shall  have  at  least  two 
(2)  electrical  plug  outlets.  New  kitchen  plug  outlets  shay  be  vrired  to  an  approved  "utlDty  drcuir  in  a  usable 
location.  H.C.  505 


6.     UgW  flxture(s)  are  Improperty  Installed.  (locatton). 


E.C.  Sec.  90-4,  90  Art  410.  H.C.  402-J. 


7.  Fuses  being  used  in  branch  circuits  are  oversized.  EC  Sea  240-50  &  52.  Install  Type  S"  non-tamperable 
fuses  of  proper  size. 

8.  Every  room  with  mnnlng  water  shan  have  a  wall  swltch(es)  to  control  Bghting  ouUets.  HC  505. 

9.  (Outlet)  (Junction  box)  (paneO  cover(s)  (are)  njbslng  (tocatlon)  ■  -   


1 0.    Inspectton of  (location)    #43,  #45  and  various 


EC.  370-15,  H.C.  708. 


  was  not  posslbto  at  the  lime  of  this  Inspection  and  further  Investigation  may  expose  Hems 

requiring  maintenance  and^or  repair.  H  C.  308  &  303  EC.  90-4 

The  Hems  of  correctton  listed  herein  are  those  whteh  were  observed,  and  does  not  Include  similar  violations 
which  may  be  concealed  and  becocne  evident  when  worit  is  begun. 


#43^  -    wired  from  house  panel. 


-    No  heat  provided.'    B.C.  701, 


-    Label  panel.    E.C.  110-12. 


Electrical  Inspector 
Daniel  Proea 


(Print  Name) 

11-24-92 
Date 


i 


5  5  25  ^ 


4.  HOLlCHEN  « 
*BINDER\  LTD  ^ 
^UTlC/lOMAHAtty 

^  2001 


